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REPORT 


Office  Board  of  Fire  Commissioners,  ) 
Baltimore,  November  1st,  1873.      j 

To  the  Honorable  the  Mayor  and 

City  Council  of  Baltimore  : 

Gentlemen  : — Herewith  the  undersigned  have  the  honor  to 
submit  for  your  consideration  the  Fifteenth  Annual  Report  of  the 
present  condition  of  the  Department,  and  of  the  operations  of  the 
same  during  the  year  ending  October  31st,  1873. 

Since  the  last  Report  our  city  has  been  visited  by  only  one 
serious  fire,  and  that  one  proved  of  slight  importance  in  compari- 
son with  the  disastrous  conflagrations  by  which  the  cities  of 
Chicago  and  Boston  were  sufferers.  In  reference  to  the  possi- 
bility of  the  occurrence  of  such  a  fire,  the  undersigned  had  the 
honor  to  make  a  suggestion  in  their  last  Report  urging  every 
proper  provision  to  be  made.  By  the  light  of  this  fire  we  can 
plainly  see  two  principal  deficiencies  in  the  means  at  our  command 
for  extinguishing  large  fires.  First  and  most  important,  the  in- 
sufficient size  of  the  water  mains  and  the  consequent  scarcity  of 
fire  plugs;  and  second,  a  department  too  small  for  such  emergen- 
cies. The  last  deficiency  will  be  partly  made  up,  when  the  three 
additional  Engine  Companies  authorized  by  the  late  Council  are 
established ;  yet  there  is  great  need  for  one  additional  Hook  and 
Ladder  Company  in  the  north-western  portion  of  the  city,  and  a 
Floating  Fire  Boat  for  harbor  purposes,  both  of  which  proposi- 
tions have  been  repeatedly  urged  by  this  Board  upon  the  consid- 
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cration  of  your  honorable  predecessors.  Being  forced  to  admit 
that  fire  is  an  enemy  which  always  surprises,  it  necessarily  follows 
that  our  available  force  should  be  ample  for  any  reasonable  emer- 
gency. In  reference  to  the  inadequate  capacity  of  the  distributing 
water  mains,  it  is  hardly  possible  to  say  too  much.  Many  of  our 
fire  plugs  are  yet  supplied  by  pipes,  which  were  no  doubt  ample 
when  Baltimore  was  a  village  and  pumps  were  often  relied  upon 
for  the  supply  of  small  hand  engines,  but  when  such  plugs  are 
required  to  furnish  wTater  for  steam  fire  engines  they  are  found  to 
be  utterly  inadequate.  Many  more  fire  plugs  are  to  be  found 
which,  in  case  several  engines  are  working  on  the  same  line  of 
pipe,  will  not  furnish  supply  for  either  engine  on  that  line,  and 
there  are  other  plugs,  even  in  the  immediate  vicinity  of  large 
mains,  which  will  not  furnish  a  number  of  engines  with  water 
enough  to  enable  the  use  of  two  lines  of  hose  from  each  engine. 
This  was  conspicuously  the  case  at  the  large  fire  in  Park  street  and 
its  vicinity. 

We  beg  again  to  urge  the  importance  of  giving  this  Board  the 
same  control  over  the  Fire  Alarm  Telegraph  as  is  possessed  by  the 
Fire  Departments  of  other  cities.  Where  two  departments  in  a 
city  are  as  intimately  connected  as  these  are,  and  when  it  is  seen 
that  the  Fire  Alarm  Telegraph  has  been  established  and  is  used 
solely  for  the  service  of  the  Fire  Department,  we  would  respect- 
fully urge  that  both  should  be  under  one  control.  And  in  addi- 
tion, when  your  Honorable  Body  considers  that  a  delay  or  an  error 
in  giving  this  Department  an  alarm  becomes  practically  a  delay  in 
the  response  thereto,  we  trust  you  will  give  the  suggestion  your 
careful  attention. 

We  beg  to  advert  to  another  matter  which  was  also  brought 
before  the  late  Council,  and  which  we  think  can  be  proved  to  pos- 
sess great  economic  as  well  as  other  important  advantages,  viz : 
the  establishment  of  a  workshop  for  repairs  of  apparatus.  We  are 
sure  that  your  Honorable  Body  can  be  convinced  that  the  city  will 
not  only  be  saved  a  considerable  sum  of  money  thereby,  but  that 
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the  Department  will  be  a  great  gainer  in  time,  which  in  the  repair 
of  disabled  apparatus  is  of  vast  importance,  and  we  beg  leave 
respectfully  to  call  your  attention  to  the  fact  that,  by  the  original 
Ordinance  creating  this  Fire  Department,  the  authority  now  asked 
for  was  conferred  on  the  Board,  but  was  unintentionally  omitted 
in  the  revised  Ordinance  under  which  we  are  now  working. 

The  change  of  our  present  system,  under  which  three-fourths  of 
the  men  are  never  on  day  duty,  except  during  an  alarm  of  fire,  to 
one  under  which  all  will  be  constantly  on  duty,  day  and  night,  we 
think  is  imperatively  demanded,  especially  when  it  is  considered 
that  they  may  in  following  their  daily  avocations  be  entirely  out 
of  prompt  and  effective  reach  of  the  fire,  thus  fatally  delaying  the 
rapid  operation  of  their  respective  companies.  The  additional  cost 
of  making  this  important  change  can  be  shown  to  be  compara- 
tively inconsiderable.  The  present  Engine  Companies  are  com- 
posed as  follows :  one  foreman,  at  a  salary  of  five  hundred  dollars 
per  annum;  one  engineman,  at  eleven  hundred  dollars;  one  assist- 
ant engineman,  at  nine  hundred  dollars;  one  hostler,  at  nine 
hundred  dollars  ;  and  eight  firemen,  at  four  hundred  dollars  each. 
The  engineman,  assistant  engineman  and  hostler,  are  the  only  men 
in  the  company  who  give  their  entire  time  to  the  Department,  the 
others  being  only  required  to  attend  fires  and  alarms.  Thus  it 
will  be  seen  that  when  an  alarm  is  given  we  can  only  depend  on 
three  men  in  each  company,  the  others  being  scattered,  in  different 
directions,  inside  of  the  city  limits,  pursuing  their  various  avoca- 
tions, and  even  the  three  permanent  men  cannot  at  all  times  be 
depended  upon,  as  there  are  nine  hours  in  every  twenty-four  dur- 
ing which  one  of  these  men  is  necessarily  absent  at  meal  time.  It 
has  often  happened,  in  consequence  of  this,  that  the  hostler  being 
absent  at  his  meals,  delayed  the  prompt  operation  of  the  company. 
If  the  whole  body  of  the  men  were  constantly  on  duty  this  delay 
could  be  avoided,  as  each  man  could  be  drilled  so  as  partially  to 
attend  to  the  duties  of  others.  The  present  system  seems  to  be  an 
unfortunate  compromise  between  a  Regular  and  a  Volunteer  De- 
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partment,  and  gives  us  neither  the  discipline,  drill  and  trained 
professional  skill  of  the  one,  nor  the  numbers,  enthusiasm  and 
rivalry  of  the  other.  Again,  the  enginemen  and  hostlers  are  not 
the  men  who  are  brought  into  direct  contact  with  fires,  their  duties 
being  with  the  engines  and  horses.  But  the  men,  whose  duty  it  is 
to  fight  the  flames  at  close  quarters,  have  to  leave  their  private 
avocations,  perhaps  tired  after  a  hard  day's  work,  to  do  severe  fire 
duty.  Those  men  cannot  be  in  a  proper  condition  to  perform  the 
arduous  duty  demanded  of  them.  A  number  of  the  firemen  are 
employed  at  no  other  business  and  are  compelled  to  support  them- 
selves from  the  small  pittance  of  four  hundred  dollars  per  annum. 
Many  of  these  men  are  unable  to  procure  other  employment,  as 
our  citizens  are  adverse  to  employing  firemen  in  a  regular  business 
capacity,  not  knowing  at  what  time  they  may  be  called  for  duty  as 
firemen.  Between  the  employed  and  unemployed,  the  Board  is 
unable  to  determine  which  are  the  more  useful  to  the  Department, 
as  those  who  are  employed  are  often  at  a  distance*  from  the  engine 
houses  and  are  thereby  unable  to  give  their  services  when  most 
needed,  while  others,  though  frequenting  the  houses,  yet  being 
under  no  regular  command  or  discipline,  are  apt  to  become  dis- 
sipated, and  demoralizing  to  those  permanently  employed. 

This  measure  the  Board  urges  on  your  Honorable  Body,  not  as 
an  experiment,  inasmuch  as  nearly  all  our  large  cities,  that  formerly 
worked  under  our  present  system,  have  changed  it  to  the  perma- 
nent employment  of  the  entire  force.  New  York,  Brooklyn,  Phila- 
delphia, Chicago,  Cincinnati,  St.  Louis  and  Washington,  have  maje 
the  change,  and  Boston  is  now  discussing  the  question  in  her  coun- 
cil chambers.  We  only  have  before  us,  the  statistics  of  the  rapid 
diminution  of  loss  by  fire  in  New  York,  since  the  change  was 
made.  In  the  year  ending  October  31st,  1868,  the  loss  was  four 
millions  of  dollars;  in  1869,  three  millions,  four  hundred  thousand; 
in  1870,  two  millions,  six  hundred  thousand,  and  to  April  4th, 
1872,one  million  five  hundred  and  forty-five  thousand.  There  has 
therefore,  since  the  introduction  of  the  permanent  system,  been  a 
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regular  and  constant  decrease  in  the  loss  by  fire,  until  it  is  now, 
not  more  than  one-third  of  what  it  was  in  1868.  We  could  give 
your  Honorable  Body,  many  reasons  why  the  change,  would  be 
beneficial  to  the  working  of  the  Department,  and  the  extinguish- 
ment of  fires,  but  they  would  be  too  numerous  to  name  in  this 
report,  and  in  concluding  this  subject,  we  would  say,  that  we 
believe  that  the  expense  attending  this  change  would  be  consider- 
ably lessened  by  the  establishment  of  the  workshop,  recommended 
in  another  part  of  this  report,  as  a  large  portion  if  not  all  of  the 
repairs  of  houses,  machinery,  &c,  could  be  done  by  the  men  per- 
manently employed  on  the  force. 

The  Ordinance  giving  all  the  power  to  make  repairs  upon  the 
engine  and  truck  houses  to  the  Inspector  of  Public  Buildings,  has 
proved  a  source  of  much  embarrassment  to  this  Board,  covering  as 
said  Ordinance  does,  repairs  of  the  most  trifling  character.  It 
often  occurs  that  the  time  necessarily  consumed  in  notifying  the 
Inspector,  should  really  be  employed  in  making  repairs  which 
admit  of  no  delay,  and  although  the  present  efficient  incumbent  of 
that  office,  has  ever  been  ready  to  respond  as  far  as  it  was  possible 
to  such  notifications,  we  are  of  the  opinion,  that  a  partial  restora- 
tion of  the  power  to  the  Board,  would  not  only  facilitate  the  work 
in  urgent  cases,  but  also  relieve  the  Inspector  of  the  burden  of  such 
small  repairs. 

We  beg  also  to  call  your  attention  to  the  importance  of  stringent 
laws  in  reference  to  the  erection  of  buildings  of  an  unsafe  and 
extra  inflammable  character,  and  for  the  proper  regulation  of 
the  storage  of  very  combustible  materials.  In  several  other  cities 
there  are  special  officers  provided  for  these  purposes,  sometimes  as 
in  the  city  of  New  York,  under  the  jurisdiction  of  the  Fire  De- 
partment. This  in  our  opinion  is  an  exceedingly  important  subject, 
and  worthy  of  your  serious  attention. 

The  state  of  the  Department,  and  the  condition  of  the  force, 
apparatus  and  horses,  is  highly  satisfactory,  and  although  during 
the  prevalence  of  the  epizootic,  last  November,  every  horse  in  the 
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Department  was  affected  thereby,  only  one  was  lost  by  death,  one 
of  the  oldest  then  in  service.  For  statistics  both  in  regard  to  the 
composition  of  the  Department,  its  force  and  work  at  fires  during 
the  past  year,  we  beg  to  refer  yon  to  the  accompanying  report  of 
the  Chief  Engineer. 

Since  our  last  report,  Engine  Company,  No.  10,  situated  on 
Columbia  street  near  Poppleton,  was  placed  in  service,  December 
16th,  1872. 

In  consequence  of  the  appropriation  asked  for  by  the  Inspector 
of  Public  Buildings  for  the  past  year  for  the  use  of  the  Fire  De- 
partment having  proved  insufficient,  the  alterations  and  repairs 
estimated  for  Hook  and  Ladder  Co.  No.  1,  and  Engine  Company 
No.  7,  have  not  been  made,  and  we  beg  to  add,  that  since  the 
vacation  of  the  room  formerly  used  as  a  stable,  in  the  rear  of  No. 
6  Engine  House  on  Gay  street,  and  the  placing  of  the  stalls  in 
the  engine  room,  that  company  is  very  seriously  cramped  in  its 
operations,  one  of  the  horses  having  to  be  kept  in  a  stable  some 
distance  off. 

We  respectfully  ask  for  the  location  of  that  company  to  be  so 
changed,  as  to  give  it  the  room  required,  and  we  beg  to  suggest 
that  the  house  which  they  at  present  occupy,  could  be  advanta- 
geously used  as  a  general  storehouse  for  feed  and  spare  apparatus, 
the  wrant  of  which  has  long  been  felt  by  this  Board. 
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The  following  shows  the  Appropriation  and  Receipts  for  the  year 
ending  October  31sty  1873 : 

Amount  appropriated  by  City  Council 

for  fiscal  year,  1873 $142,314  09 

Amount  of  special  appropriation  for 
expenses  incurred  during  the  horse 
epidemic 4,750  00 


Amount  drawn  from  City  Register $147,064  09 


Receipts  from  all  Sources. 

Balance  October  31st,  1872 $     1,887  28 

Stock  on  hand  in  Store  Room,  October 

31st,  1872 5G2  06 

From  City  Register 147,064  09 

"      Fines 729  30 

"      Sale  of  Manure 180  00 

"  "     Horses 615  00 

"  "     Old  Material,  &c 465  35 


Receipts  from  all  sources $151,503  08 

Expenditures 148,891  90 


Balance $     2,611   18 


Balance  October  31st,  1873,  viz: 

Cash $1,635  62 

Stock  in  Store  Room 975  56 

$     2,611    1 
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Expenditures  for  the  year  ending  October  31st,  1873. 

Salaries %  89,622  70 

Apparatus 11,988  00 

Apparatus  Repairs 8,578  31 

Stationery,  Printing  and  Advertising 642  01 

Accidents 1,751  60 

Feed 7,605  25 

Furniture 3,321  56 

Harness  and  Repairs 848  94 

Horse  Shoeing 916  35 

Hose 3,339  50 

Horses 4,076  19 

Ground  Rent 1,208  50 

Gas 1,768  88 

Medicine 13  32 

Office  Expenses,  (including  pay  of  Janitor,) 756  43 

Water 276  81 

Washing 990  98 

Bells 2,062  68 

Fuel 1,746  03 

Oils,  Grease,  &c 354  80 

Horse  Epidemic 4,756  76 

Miscellaneous 2,266  30 

Total §148,891  90 
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Company  Expenses  for  the  year  ending  October  31st,  1873. 


Engine  Company,  No.  1 $10,966  64 

"     2 10,723  41 

"     3 11,399  45 

"     4 11,438  95 

"     5 11,605  37 

"     6 9,447  43 

u     7 9,510  24 

"     8 11,330  14 

"     9 9,836  16 

"  10 8,522  32 

Hook  and  Ladder  Company,  No.  1 9,608  31 

"                     "             "           "    2 8,520  85 

"                     "            "           "    3 9,972  91 

Reserve  Apparatus 6,047  04 


Officers'  Salaries,  Repairs,  &c 

Office  Expenses 

Stationery,  Printing  and  Advertising. 
Miscellaneous 


§138,929  22 

7,000  00 

756  43 

642  01 

1,564  24 


Total $148,891  90 
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The  amount  of  Appropriation  required  for  the  'Expenses  of  the  De- 
partment for  the  Fiscal  year  187 Jh  is  as  follows: 

Salaries $  90,893  76 

Apparatus 10,000  00 

Apparatus  Repairs 10,000  00 

Stationery,  Printing  and  Advertising 650  00 

Accidents 1,800  00 

Feed 7,700  00 

Furniture 2,000  00 

Harness  and  Repairs 1,000  00 

Horse  Shoeing 950  00 

Hose 8,000  00 

Horses 4,000  00 

Ground  Rents 1,250  00 

Gas 1,800  00 

Medicines ■ 100  00 

Office  Expenses,  (including  pay  of  Janitor,) 700  00 

Water 276  00 

Bells 800  00 

Fuel 1,750  00 

Oils,  Grease,  &c 350  00 

Washing 1,000  00 

Miscellaneous 2,000  00 

$147,019  76 
To  which  must  be  added  Resolution,  No.  388,  for 

the  establishment  of  the  three  additional  Engine 

Companies  as  provided  by  the  late  City  Council,  $  60,000  00 

Also  Resolution,  No.  408,  approved  Oct.  20th,  1873, 

Special  appropriation  for  Hose 6,070  87 

Also  Salaries  and  Expenses  for  three  additional  En- 
gine Companies,  commencing  May  1st,  1874 13,823  28 

Total $226,913  91 
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We  beg  in  conclusion  to  extend  our  special  thanks  to  the  Joint 
Standing  Committee  on  Fire  Department  of  your  Honorable  Body, 
for  their  just  appreciation  of  the  wants  of  this  Department,  and  to 
the  City  Comptroller  and  Register,  also  to  the  Honorable  Board 
of  Police  Commissioners,  with  Marshals  Gray  and  Frey,  and  the 
officers  and  men  of  their  force  for  valuable  assistance  rendered 
during  the  past  year. 

Respectfully  Submitted, 

JOHN  S.  HOGG,  President 
EDWIN  L.  JONES, 
THOMAS  W.  CAMPBELL, 
GEORGE  F.  THOMPSON, 
SAMUEL  KIRK, 

Board  of  Commissioners. 
Test: 

George  A.  Campbell, 

Secretary. 
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Office  of  the  Chief  Engineer,  B.  C.  F.  D.,  ) 
Baltimore,  November  1st,  1873.      j 

To  John  S.  Hogg,  Esq.,  President, 

Board  of  Fire  Commissioners : 

Sir  :  Herewith  please  find  my  report  of  the  condition  and  work 
of  this  Department  for  the  year  ending,  October  31st,  1873. 

It  gives  me  pleasure  to  say  that  the  service  performed  by  the 
men,  is  thoroughly  satisfactory  and  that  the  condition  of  the  De- 
partment for  the  past  year  has  been,  and  is  now  of  a  highly  efficient 
character,  and  I  take  this  opportunity  to  testify  that  Assistant 
Engineers  Ellender  and  Hennick,  together  with  the  officers  and 
men  under  their  control,  have  performed  their  various*  duties  in  a 
manner  which  reflects  honor  upon  themselves  and  credit  to  this 
Department. 

FORCE  OF  THE  DEPARTMENT. 

The  Apparatus  of  the  Department  consists  at  this  time  of  ten 
Engines  in  service,  and  two  reserve  Engines,  ten  Hose  Carriages, 
and  ten  Reserves,  with  12,100  feet  of  reliable,  and  4,250  feet  of 
medium  Hose,  three  Hook  and  Ladder  Trucks  in  service,  one  re- 
serve Truck  and  three  Fuel  Wagons  in  service. 

The  working  force  consists  of  1G3  men  and  56  horses. 

The  Apparatus  of  the  Department  is  in  good  order,  yet  a  con- 
siderable portion  of  it  having  been  in  use  from  the  first  organization 
of  the  Department,  will  require  from  year  to  year  a  greater  expense 
for  repairs. 

19 
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In  this  connection,  my  own  observation  and  that  of  every  officer 
and  man  in  this  Department,  compels  me  to  say  that  the  Relief 
Valve,  furnished  this  Board  by  Mr.  J.  E.  Prunty,  of  this  City,  has 
not  only  been  the  means  of  saving  a  large  amount  in  the  destruc- 
tion of  property  by  water,  but  has  also  saved  a  considerable  sum  in 
the  wear  and  tear  of  hose,  preventing  as  it  does  the  bursting  of  the 
same  in  consequence  of  the  stream  of  water  being  suddenly  checked 
from  any  cause  whatever. 

A  complete  statement  of  the  entire  force,  comprising  Men, 
Horses,  Apparatus,  &c.}  will  be  found  in  the  annexed  tables  mark- 
ed A  to  M. 

THE  CASUALTIES  HAVE  BEEN  AS  FOLLOWS: 

Engine  Company,  No.  1. — Fireman  J.  H.  Morgan,  injured  by 
a  piece  of  scantling  striking  him  on  the  leg,  at  the  fire  at  A.  John- 
son's stable,  on  German  Street,  May  19,  he  also  had  his  feet  badly 
burned,  at  the  Park  Street  Fire,  July  25th,  not  off  duty  either 
time  :  Fireman  Geo.  "W.  Smith,  slightly  injured  by  being  thrown 
from  a  ladder,  at  the  fire  of  J.  C.  Schaefer,  Grocery  Store,  Lexing- 
ton Street,  October  6th,  not  off  duty :  Fireman  E.  H.  Batham, 
injured  by  being  thrown  from  the  Hose  Carriage,  October  23rd,  at 
the  fire  corner  of  Franklin  and  Paca  Streets,  nine  days  off  duty : 
Fireman  J.  H.  Morgan,  was  also  injured  at  this  fire,  by  being 
thrown  from  a  ladder,  caused  by  a  chimney  falling,  eight  days  off 
duty. 

Engine  Company,  No.  2. — Fireman  W.  B.  Reynolds,  fell  and 
broke  two  ribs  whilst  responding  to  the  alarm  caused  by  the 
burning  of  a  chimney,  44  S.  Sharp  Street,  December  6th,  fifty-six 
days  off  duty:  Hostler  Richard  Kelly,  sprained  his  ankle,  at  the 
fire,  in  Uhler's  Alley,  February  6th,  seventy  days  off  duty :  Fire- 
man Geo.  I).  Taylor,  fell  from  the  ceiling,  at  the  fire  in  Public 
School  No.  4.,  October  27th,  badly  injured,  .still  off  duty,  to  date, 
October  31st. 
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Engine  Company,  Xo.  4. — Fireman  J.  O.  Healey,  injured  by 
an  awning  rail  falling  on  his  shoulder,  at  the  fire,  in  Sherwood's 
Printing  Office,  Baltimore  and  Gay  Sts,  February  26th,  fourteen 
days  off  duty  :  Fireman  Jas.  Allen,  injured  by  spraining  his  ankle, 
at  the  fire  in  Thomas  &  Co's  Oyster  Packing  House,  Charles  and 
Camden  Streets,  October  4th,  seven  days  off  duty. 

Engine  Company,  Xo.  6. — Fireman  L.  Blake,  injured  by  a 
falling  wall,  at  the  Coal  Oil  fire,  Box  38,  May  9th,  three  weeks 
off  duty. 

Engine  Company,  Xo.  7. — Fireman  E.  Sheeks,  injured  by 
running  a  pitchfork  into  his  foot,  December  24th,  off  duty  three 
weeks :  Fireman  H.  S.  Konig,  overcome  by  the  heat  and  smoke, 
at  the  large  fire  on  Park  Street,  July  25th,  recovered  in  about  an 
hour :  Fireman  J.  H.  Gildea,  overcome  by  same,  recovered  in 
about  two  hours :  Fireman  G.  "W.  Allen,  overcome  by  same,  one 
week  off  duty  :  Substitute  M.  Morgan,  injured  at  same  fire  by  run- 
ning a  nail  in  his  foot,  remained  at  the  fire  until  the  apparatus 
went  home. 

Engine  Company,  Xo.  8. — Hostler  Tlios.  Murphy,  disabled 
January  18th,  by  being  run  into  by  the  hose  carriage,  at  Box  49, 
off  duty  three  days :  Engineman  W.  Thompson,  disabled  at  Box 
35,  March  21st,  by  being  thrown  off  the  engine,  off  duty  two 
days:  Fireman  Jno.  Laracy,  disabled  at  Box  49,  December  18th, 
by  being  thrown  from  the  hose  carriage,  nine  days  off  duty:  Sub- 
stitute Yvr.  Merchant,  disabled  at  Box  45,  August  16th,  by  falling 
through  the  roof  at  the  fire  at  I  lay  ward  &  Bartlett's  foundry, 
cutting  his  knee-cap,  confined  to  his  bed  for  three  weeks. 

Engine  Company,  Xo.  9. — Foreman  F.  D.  Kerr,  overcome  by 
the  heat  and  smoke  at  Park  street  fire,  July  25th,  five  days  off 
duty  :  Fireman  Jos.  Ryan,  overcome  at  same  fire,  four  days  off 
duty. 
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Engine  Company,  No.  10.— Hostler  Jno.  Kelly,  disabled  by 
falling  down  the  engine  house  stairs,  on  the  occasion  of  the  alarm 
from  Box  124,  February  4th,  eight  days  off  duty,  was  also  dis- 
abled by  being  thrown  from  his  horse,  whilst  responding  to  the 
alarm  from  Box  31,  May  11th,  nine  days  off  duty:  Fireman  Jno. 
Cook,  disabled  by  hose  carriage  injuring  him,  March  1st,  eight 
days  off  duty,  was  also  injured  at  Park  street  fire,  by  falling  walls, 
16  days  off  duty:  Fireman  Jno.  Ledden,  disabled  by  having  his 
feet  burned  by  vitriol,  at  Slingluff  &  Co's  Chemical  Works,  June 
1st,  12  days  off  duty. 

Hook  and  Ladder  Company,  No.  1. — Ladderman  Jno.  Reed, 
injured  by  falling  from  a  shed,  November  16th,  at  Box  16,  off 
duty  three  weeks:  Foreman  W.  W.  Watson,  injured  by  having 
his  hand  badly  cut  by  falling  glass,  March  21st,  at  Stratton  & 
Haffcke7s  fire,  West  Baltimore  street,  eight  weeks  off  duty :  Lad- 
derman J.  B.  Keene,  injured  by  the  truck  running  over  him  whilst 
responding  to  an  alarm  from  Box  92,  May  12th,  caused  by  the 
burning  of  the  Church  of  the  Ascension,  Lafayette  Square,  injur- 
ing himself  so  badly  so  as  not  to  be  able  to  go  on  duty  up  to  this 
date,  October  31st :  Ladderman  J.  W.  Blake,  injured  October  4th, 
by  driving  a  pick  in  his  foot,  five  days  off  duty. 

Hook  and  Ladder  Company  No.  2. — Ladderman  L.  J.  Ru- 
dolph, disabled  by  the  bursting  of  several  blood  vessels,  terminating 
in  a  bronchial  affection,  caused  by  over  exertion  at  Box  62,  Novem- 
ber 7th,  off  duty  until  February  1st,  ensuing  :  Ladderman  Rudolph, 
was  again  disabled  whilst  responding  to  an  alarm  from  Box  6, 
February  21st,  by  being  thrown  from  the  truck,  against  a  tele- 
graph pole,  whilst  turning  a  corner,  was  assisting  at  the  tiller  at 
the  time,  seven  days  off  duty  :  Ladderman  Chas.  M.  Hall,  face 
and  hands  severely  burnt  at  the  Park  street  fire,  July  25th,  off  duty 
thirty-four  days:  Ladderman  W.  S,  Lilly,  injured  in  the  same 
manner  at  the  same  fire,  off  duty  thirty-four  days:  Hostler  Thos. 
Montgomery,  sprained  his  ankle  at  Box  14,  October  6th,  off  duty 
three  days. 
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Hook  and  Ladder  Company,  No.  3. — Substitute  W.  Kester- 
son,  was  injured  December  13th,  whilst  responding  to  an  alarm 
from  Box  51,  by  being  run  over  by  the  truck,  injured  very  badly, 
still  off  duty  to  date,  October  31  st :  Ladderman  J.  N.  Downs,  over- 
come by  the  heat,  July  4th,  out  of  service  28  days :  Ladderman 
A.  German,  disabled  at  Box  28,  August  13th,  by  having  his  foot 
mashed,  twenty-one  days  off  duty. 

I  desire  to  reiterate  my  acknowledgments  to  the  members  of 
the  Board  for  the  confidence  reposed  me,  and  in  for  their  uniform 
kindness  and  courtesy,  and  to  Assistant  Engineers  Ellender  and 
Hennick,  and  the  other  officers  and  men  of  the  Department  for 
their  efficient  cooperation  and  prompt  compliance  with  the  orders 
and  requirements  of  the  service  in  which  they  are  employed. 
Respectfully  submitted, 

H.  SPILMAN, 

Chief  Engineer. 


24 


REPORT  OF  THE  BOAPvD  OF 


h3 


<CO 

o 

•10 

CD 

© 

t 

si 

<o 


^3 


8 

AS 


.^ 

:  ^ 

g 

JC3 

H 

■ 

*Ph 

:  'o 

o 

•m 

C 

o 

o 

;  ,_ 

£ 

> 

o 

a 

:  o 
:  o 

ci 
o 

c 

si 

+3 

:  «*-i 

"^ 

Ch 

C 

t3 

~ 

:  ° 

^ 

si 

o 

~ 

< 

•  o 

0    c 

F  23 

d  £  s 

43    O    C 

o  a  c 

3      :    C 

:    :  o 
:    :  .2 

Ph  to 
S    § 

CO 

o 

:  k!  c" 

ill 

> 

J    «    CJ 

^    P?    S3 

.cog 

»  c  c  M 

C3       • 
c,    >, 

si  o 

d  5 

C  4^  -1 

3    '.  y. 

sJ    ^ 

s  ~ 

s 

^    g=S^^    S 

>  a 

t>! 

L)L 

)    :b3 

3 

o 

:       3 

DO 

5 

o 

^ 

^ 

:       o 

^ 

S^rS* 

.5 

P3     X 
aq     O 

C-. 

• 

O 
O 

:      -^ 

:       o 

-fcjO 

o 

"^H          g 

o 

o 

Prop 

Destr 

d 

f -  c 

II 

•     CO 

'    2 
'-  -P 

•  bn 

a 

a 
03 

s 

CO 

:       o 

I              CO 

d  ^ 

:  5  3 

to'    3 

boos  -^ 

C         h-j 

o£t> 

Ph 
C*-i 
O 

o  '£. 

«  o 

Oh 

w 

M 
ft 

D 

c 

F- 
•    C 

:  ^ 

>    ."  ^ 

:  o 

:  ^ 

o 

p 

c3 
o 

crj 

c 

o 

o 

£-*: 

'         .   ^ 

u 

o 

o  * 

:  ^ 

H 

.  ^ 

frit. 

fc'n  ^  fcJD 

bb 

G 

In  X. 

c3    O 

.  .h  ^h> 

o  .S  c 

o 

w 

i — i    o 

^   c 

J-    c 

o  c 

i  2 
:  o 

5    :S 

5 

—   o 

111 

1^1 

PoqQ 

c 

p 

H 

m 

o 

Hi 

— "  e 

V5 

Ph 
fa 
O 

6 

o 

-   a 

a 

pq 

O 

o 

1   1 

P      Ch?, 

O 

5^ 

C 

CO 

:  S 

>-3 

is 

.  o 

^2 
fig 

■      Ph      C 

.  to 

CO 

3 

03 

r^2 

c 

a 

-4-3 
O 

a 

9"S 

h  co 

^5s 

CO 

o 
■*-> 

So 
43   9 

O    co 
«    g     O 

S3 

C 

o 

o 

O     -*-3 

.    ph 

So 

S3    K 

5  c 

O    S3 
Fh 

■p 
feD 

o 
o 

r§  3  "^ 
1-4    s3  -^ 

or>cN 

CJ  5 

"7^    CO 

6o 

d  O     CO 

p     ^ 

Ol-     H- 

a 

c 

i — 

c; 
CN 

%- 

».o  o 

© 

>? 

o 

o  o  o 

•  i^  »o 

O 

1  ? 

i-l  co 

I— 1 

:  ^' 

•o 

rtt  -nH  o 

:  CN  r>l 

CO 

oj  i-! 

**■    : 

:  oS 

CN 

CN  O  H 

•  r-J  CO 

o 

— i       K-H           | 

— 

.  1— 1 

— 

■  o 

CO     ; 

o 

O  uO 

o    ;    ; 

o  § 

:  cn 

cn    : 

1— 1 

-^i  o 

^    :    : 

a  <j 

:  >> 

>>    : 

i— t 

--"-" 

o    :    : 

O  iO 

CN  i-t 

so  O 

oo 

»o 

-    O  T  1 

CO  -^ 

—   ■  D  '7  \ 

iO 

•xog 

r-.    O 

cr  cc 

O  —i 

o 

t^ 

CO  CO 

O  I- 

OHO 

CO 

"*•  iC 

l"-  o 

o  o 

CN 

CN 

CO  o  cs 

O    ■< 

CN  CO  O 

o 

r-H    r— 1 

i— I 

rlHH 

CM  CN 

CN  CN  CN 

CO 

M 

o  - 

-   - 

^  s 

- 

- 

-    -    = 

^     - 

r  -  s 

r 

H 

£  " 

„ 

~ 

-3 

Q 

_>J  >1 

•>      > 

J 

Jo 

£  & 

"a  >* 

>i 

5  c 

a 

- 

-y. 

CO 

H 

fl 

FIRE  COMMISSIONERS  AND  CHIEF  ENGINEER. 


25 


£  a 

CN^    co* 

H  y  s 
.S  -  to 

52  °  g 

W    W    O    O 

"£»«*"»  «3 

To  5  '2  '2 

Hr/3Hp 


.   Pi  en 

s  S  « 

55 


C-3 


O    co  .S  -^ 
CiaJ    P    o 

PM       ft 


a3  . 

•   O  ft    • 

C  >!  s3    S3 

a  2  ©  5 


x> 


®  _r  bo 

S3    en  TJ 


to 


O 

^^t:  C  g'13 
J^  ft  """5  p.,      Jzj  <! 


,_x   co  Js   a> 
'CO  tO  ta  t£> 

.3,CCCrd 

"SS^S-ri  2 

co   co   ©   co  ©  ■—< 
o     .     £  £    M 

O^r-J^r^    © 

a  oxo  °<m  g 

"""  «4-4  <4_r  rS_ 

tfl  to    O    en    O  "*-' 

•g t5  gt  g"£ 

,2    O    "-"    O    ^    S3 

QOj         ft         ft 


.5  3    . 

c3  ft'd 

23  c«    s3 


o   S3 

'§.§ 

2^3 

&0» 


°  si. 
Mr/? 


©  o 
*>£ 

S    <*H 

c3    O 
"Ill 

■  n,      Q      M 


ifi 


5  S3  S3~ 

s$  2  S5-T3 

O  co  O    O 

S3  O  p| 


S3 

©  p 

►  c3 

•r5  © 


2    " 

*  S3       % 

P       P 


T3    S3 

C3     P. 

I-SS  . 

o  ©  ©  ""d 

,2  [>.    S3    o 


o 


•       Kb 

»*  op 
C        S3    O 

.2  «<?  O 
•*-*  a  ©  "3 
©  o  p  <£ 

•^JSt:  *= 

^3  °  "°  S3 
O    S3    O    ss 

•  .2* 

C      r-tij     O 

M  o    '    9 

S3  -^    O    £ 

ft~  C  j!j 

«  *  ^  s 
o  ^  c  £ 

^  £  s  ^ 

22 


co  to 


oa 


to  to 

to 

cr 

c  c 

S3 

c 

~  7^. 

p5 

~ 

o   o 

o 

■  d 

o 

s  s 


CQ__Q 


c  .  2 

3  en  »^> 

J^?^  "-1  S3 

S^  2  ?  s 


w 


U    t    5         P-t 

22  d 


S  3 


il 


h5^  • 


3 

-d2 


■2  &o  to 

M  s  2 


bo 


3:  X>  -1  .2    Z! 

2  S3  &o^3f3 

S3  23    35    S3    S3 

^     Qcqcq 


tO"33 

©  --i  o   ^ 


Qupcq 


o        i^ 


2  S  S 

S3  _«  .2 

^     tO     91 

sa  ,g  ,g 
CO  S  S 


P.     ^    p.     S3 

^^  2c2 
2^  toL  • 

r35    O    3  bd 

HrQ      S3^ 


tn 


r32 


^^q2 


o 

a   o         S3.       2  -J 
©   p         a         u>   U1 

5  "S        1"S  "5  >> 

^^    -*^2=M 
^'2  2  >..2   •  S 

o  o  o  :  o 
o  o  co  .  >-( 
od  r4  t-    •      co* 


s 


C"   IT 


©  J5 


fa  F  ^*  JS  «  ^ 

£o^:i3  = 

w  1-  «  -C5  ^    pi 

.  va  5»  as  S3  q 

H  03  O  CO  *I(  O 
"*  ^  <M  CO 
_0  jH CN i-i 

O    :       o       o  o" 

CO  1-1  CO 


2  p 

t:  a  ©  a 

S3    o    <y    - 

S3    «J 
a  4» 

C-i  -3  -S  <"> 

>   S3 

^  ©  ©  © 

b? 

^.2.2  S 

SB 
-Ph 


c3    c 

ts  2 

Mb 


■^"©2  2 

©  -r/n  «  ~ 

S    OS    OB  «> 

tnn    to  w 

P    O  © 

S3   S   p  -g 

^   2^  S 

W   ,T^  S3 

ft   ft.3         .5*3 


02        £ 


5Q    h   o^ 
oo  "^  st<  Tti 


rd 

Pi 

S3 

C3 

1) 

o 

— 1 

P 

4J 

2 

C3 

Ph 

Q 

P 

o 

** 

04 

DQ        -• 


o  «.o  o 

CO  CO  -^ 
CO  Ci  C5 


.  o 

oi        : 

o 

i— i 

.    .      o        : 

:  co 

I— 1 

i— i           '           ' 

:    i    : 

t> 

:    :      oo        : 

r— i  uu  yj   i*J  T   jj   ^J  t^J 
t-  ^11  ^  Tfl  CN  CO  CM  O 


COCOCOCOCOCOrrci) 

HrHHHCNCNNlN 


>o  O        O  l^- 


a 

©  -     2    3 
P         \ 

-2'>.  - 

5 1>  ja  x 


§  II 


O  - 


s   8s   §| 


26 


REPORT  OF  THE  BOARD  OF 


0   C 


8  .s 


o  — ■ i 


tJ3£ 


0    C 

o  o 

0  a 
|Dt3 


0. 

c 

o 

0 

>. 

a 

C 

0 

+3 

E 

o 

.c; 

* 

H 

M 

OQ 

to 
o 

c  c 
£  .2 


X  o 

rO  a 

0 


3  s 


£      fH      C 

•~  2  £ 


S  °  c 

M         h3 


C    £ 


"    B   ©   ' 


ho 


T3   £       tfaD  bfl  0   ts 


fe     MaS 


H      0> 
CO      fl 

©   o 


ccP-i 


^     «2 


c  c 
.2  .2 

o  o 

PmPh 


—    o   a 


fcfl 


en 


« 


O.tn  r^ 


fee  . 
o   >, 

2«B 


^ 


s  s  hjj      s  ;=j 

-s  -s  .5  &  e*  o 


'/.' 


flfi     ooflo 


o 

42    O 


fcCfcO 

c  c 


0       ^   V       p- 


o  'S 

'a  GQ 

'  .g  ^ 

sa  £ 

t-3  C2 


*   O, 

.O  -C  S  =*-> 

°        o  j*  es        u 

P3       HQO       3 


*1 


u  fab  §  rt 

rn     F-,     1>     S3 

^  2  M  Pn 


*^t-      5*..^ 


OS 


W       QQ  2        ^      r6 
m       n       <d 


So 


-5      ^ 

w        q=l 

*     Id 


O  co 

r2  fe      O 

2  o*3 

^  £  d  £  ^ 


^"•^  o-  o 


X   o 


L> 


O      O      r/i      " 


GO 


^H 

H 

cc 

S3 

<! 
o 

o 

o 

c3 

^ 

3 

C/J 

OhIw 

en    a> 

So 


rd  o 


o  >o  io 

O0  -^  r>i 


«  >  to 

2  rt  « 

O  -M   tc  CS 

^_>  en    S3  i— i 


-i         MM 
M         OH 


*  3 


2      o3 
§      *  8   . 

2^^S§ 


tj.  t->  ^ 


OHO 
CO  t- 

i—l  CO 


2^-3 


S    o    ^ 
O)  — .     Ci 

0    rO  . 


HH     P-l 


O  1-H 

CO  c^" 


o  a 

O  Ci 
t-  OS 

o 
o 

71 


b 

6 

to 

CM 


=  s 

:        .    :        :    :    :    :        :  ^> 

>o  o 

CO  O) 

O 
CM 

IO 

O 

O  O 

o 
o 

;  o 

,  cm 

o 

o 

M  < 

:        :    :        :    :    :    :        :  *~- 

1-  i-H 

M 

i— i 

CO  o 

CM 

:  tf 

Cs 

•XOJ| 


Ti    3    3    O         n3    S 

•C  ^  ■**  P      -r  *i 


H      tnHcoS      Sen 


In  -b  j^ 

^  T3    en 

3   C   a> 

^    5    O 


FIRE  COMMISSIONERS  AND  CHIEF  ENGINEER. 


27 


o      U 


t3 

t£    O  4J    <n    >^  o 

o 

*  *®  g  £  -a 

o  £     2  3-5 

C 

Sea  «  cx£  rr 

go 

&     a     oa 

£  o 


^    ~-.^  3    c    W    C--T3  ' 


&.03   K   C 


&a     Q<! 


5  ® 

5  g 


C    wi    C 

g  2  S 
o  'a  o 

c  «  c 

-*  c"c 

fc>B& 


.   O    O 

'<  a  H 


75       x  tfl  o 


£ 


C    £T 
123(2 


{-■>.-»«»-. 
3  £  «  -S      3 

H  -75 


Is 


>  ? 


o 

2  3  o  2      - 

be  M  5  5  g  I  £ 

g !  b  «  "  ©  |  S 


P-"-a 


b  •--  cS   tf 


03    3 


S        *»" 


GO 


=9 


- 


O 

■si  I . 

*  °  3,2 


fcJO  ■ 


CO  5 


en     CL        fG  r-< 

.2  S>£ 

!h     S     3 

C2  WQ3 


8      *g 

§  s  §.s 

O  ^  ^    O 

&H  CfiM 


o  ^ 


w 


JO 

r'Z 

•  "53 

22 


° 

6     .2 

5  g-s-a 


x  j 


a  ?« 


a  s 

43  g~ 

&  £§ 

A73  a  * 

t-t  a  >• 

^  E^ 

.■a  g  « 

75  H<5 


-3  C  —<  •— ! 


c 

^     DQ 


o  o 


oca 
i4p4 


-g     b 

^  =  W 

g6«e 


^ 


SI5 

a  ■- 

o 


o 

°     a 

-^  *  - 


is  «  «  »;  o  'rj 

£  2  -a  ts  2  2 

ooj / « 2 


a  a     ^^ 


-^  o 


a  Q 


■  '. 

iO 

•  r  •- 

•     •    •  «o 

■  T   .' 

:  o 

o  o  o    : 

O      ;  O 

o 

f 

~v  o 

:    :    :  -f 

I-H    P- 

. 

•  ~v 

1"MH        . 

CO      .  O 

o 

«o 

iO  o 

:    :    : « 

co  <m    :    : 

:  'M 

CO    O)    r-H        ■ 

o    :  o 

.   I-H 

l— 1 

i — *    .  — 

- 

o 

-  ~  ~     : 

'  ~  2! 

o    ; 

•      •      ;  O 

;  iO      ; 

— 

. 

r-H 

r-l   r-  O       • 

--H    O 

CO     • 

.         .         .   T« 

•    I-H 

ec 

; 

cq 

Ttl   i— '   r— i        ; 

:  co  co 

cj    : 

;    :    :  co 

;  t-H      ; 

1  _ 

,- 

o 

T-H    CN    I-    O 

»— '  i^« 

CO  Th  t-  Oi 

t-  O  ON 

-p 

-T 

CO 

i-    : 

01  — >  CI 

71 

T-H             i— 1    CO 

CO    CO 

•— 1 

i-1 

1 — 1  . — 1 

CO 

X 

OS 

I— 1  1— I 

CO 

r-H  CO  CO  CO 

CO  O  CO  CS 

CO  CO 

o/o  o  r~ 

i-:io 

■— ' 

T— 1 

C  1  C  I 

CI 

H  rH 

i-i  r-H  r-H  i-H 

T-H    T-H    CM 

-o 

'~ 

-1- 

" 

" 

■*    " 

*"„ 

3  -  -  - 

"«•'•'• 

** 

"     **     "*     ** 

^            —            w 

> . 

l>» 

„ 

■^ . 

>-      >_  ^ 

>-i 

>.  C   >t  ,  " 

>>  >. 

H 

a 

o 
1       ft 

!2  - 

o 

IS" 

09 

03  ri5 

I. 

OQ  CQ  CC  r^ 

a  Z 

28 


REPORT  OF  THE  BOARD  OF 


*e 


a 


O  CS 

OS         o 


o   O 


«     ° 


.^  o 


fee  o 


fr.  £    ©    O.CJ    P-  C3  -^ 

HW      W      H      p 


^1    CXT3    g 

os  "-•   OS  J= 


.2  c?©" 
S  g  o 
r;  S  ft 


H    ? 

C    co 

5  CO 


£      to 
?1       "a 


o 

Pm 
3 

00 


o  ^    cs 
Ph  C/J  J=H 


^3 
fcJD 


CO        GO 


5       o.2 

^>  .«_.  cs 


53 


.8-*  2 


3      . 

.2  ° 

tn      f-, 

O    03 

PhP-i 


3    © 

2  g>8tS 


T3  n^ 

f-i  i— t 
cS    © 

o  c 

©  a> 


CO       hO 


► 


"S'B 

In    S 

o  o 

<M  i-f 


W3  O    C    O 

2  £  o  ^ 

r<  -^     CS     C_ 

^  OQ     ffi     ^ 

©  fH        - 

2  SS*    C    © 

S  i  ^    O    Cj    <D 

MQ       HCQfcn 


cS        -5 


.    O 
•+j  -t-> 

c  2 
ts  § 

©   tt 
C5H 


c 

a 
s 


~<3J 


6  § 


§    ^    <i    b^    ^cqw 


2,a 

.  o 


H 


3 

g         © 


.^3 


^* 

CO  O 
CO  CM 


o  H 


3   ,► 

rtf    M    © 

O  o  ~ 
o  o  o 

rH  O  <N* 


O 


2      c? 


g« 


o 
o 
'"O  d 

II 


o 

Hi 
■    en 

C    © 

5  2 


CS     S-, 


o    60  i      , 

>     g     U2     OrQ 
O  W 


TH  t-i  1H 


W  <1 


o    • 


•xoa 


^        ©  ••=> 


rs 


F  ft  r>i 


OQ 


->> 

^>; 

ts 

3  " 

Wb4 

3 

,a 
H 

3 
&J 

FIRE  COMMISSIONERS  AND  CHIEF  ENGINEER. 


29 


88 

bO*o 

.5  o 
g-ss 


7;    *    G 
fa  72 


O 


H 


G    G 
;S    > 

o  o 


G    S 


^5        6 


0  rS 


-JO         ^5  %-. 


•JSc 


t:  =5 


72  72     x 


G    G 


°  ^    °  «*-. 

.  s  s  s  ° 

C     O  O     O     r- 

0     00  11    m    SS    c 

_5  7!  II  ~  'G    c! 


13  00  V)  CQ  Sj 


60  5 


ill*  I 


or  ^  o   c  _.  © 

111!'?? 

fa  GO  DO  03  CU 


-»  CO, 


3      £J 


^  -5  G  to 


C3 

:lr.  bO" 


GQ 


o<8  .9 

"S^  g 

^  i  a 

—  72  72 


*3 


~ 

■_ 

cs 

00 

Q 

if 

^ 

a 

r; 

c 

fl 

G  ^   a 

'*  °6  §       *S 

fe         °      ■    G 

°  c  ?P  G  S 

o  :g .~  -g:  g 

1111! 


<  -o  - 


o    . 
^   b0 

■a* 

c  .■ 


rp  M«  Q, 


oM       G 


tl^ 


o 
°        B 

llfl'g 

:-G  G^5r 

•       .    G      .      . 


o 

%  U 


HfaQ 


T3  O 

q        o 
G5        £ 


o  'G 

tr.  pq 

G 

«3  r-H 


.  o 
c  r-i 


55 

»  ■ 

u 

M  -- 

ft 

.£  7 

G-— 

1- 

7.   3 

3-S  S 

o   a  *3 

2  is  • 

*e  en  ui 
-  r3   o 


^  ~ir^>     ^sJ3 


-  83 

.     CO  -l-< 

.       *-•  /. 
gj    /. 

S  r  * 

3  |  § 

2  *  « 


g  S  0 


o 
oa  cc 


»    s 


G3    >    G 

s  o  - 
C2QO 


c<5'-1   G    O     . 


:    :        .  o        ; 

:  ©    : 

CM  © 

:  12    : 

:    :        :  ^>        : 

:  ^    : 

CO  CO 

:  "3    : 

:  © 
:  R 
i  o 

r-(  CO  CO  O  H 

CO*  uj  id  CO  <M* 

Ol  © 
CO  01 

©© 
Ol   01 

rH  oi 

i— i 

©    : 

CO     • 

oi    • 

>-Oj 

i— i 

oi 

©    :  © 

—      ;  — 

0.45 
1 2  20 

-  X  CI 

"^  CM  CS  CM  O 

f— I                          CO 

f   CO 
CO  Gi 

— 

■:    C 
i-  -ri 

T-|  O 

Ol 
CO 

i.O  -—i  — 
CC  t^  Ol 

i-  eo  o  oi  o 

o  co       -r 

■ —  T  1   ~  1 

-i  s. 

OS  r.  35  ~  i— i 

^-  71 

:  i  i- 

~    ~ 

o 

©  —  01 

co  O  X  X   C 

t-i  <-i         i-i  Ol  Ol  Ol 


i-H         04  01  CM         Ol  Ol  Ol  Ol  CO 


- 


GQ^J 


•-5 

G  ^     -    "G 


>. 


G         .2- 
3Q       riH  OQ  <> 


ffV;r.     ^g>     C 
g      "C  "S  §       °t^  "S  -    ° 

m       fa  72  72       ^  r-  X        <^ 


30 


REPORT  OF  THE  BOARD  OF 


£ 

6 


Cause. 

Fireworks. 
Fireworks. 
Fireworks. 
Defective  hearth. 
Explosion  of  gas. 
Spontaneous    combus- 
tion. 
Sparks  from  chimney. 

Explosion  of  Coal  oil 

lamp. 
Explosion  of. gas. 

Unknown. 

Grease    dropping    on 

fire. 
Unknown. 

g  S 

o    h 

Roof. 

Roof 

Roof,  slight. 

Floor,  slight. 

Wood  around  stills. 

Slight  fire. 

Roof,  partly. 

Stairway. 

Entiic  works. 

Slight. 

Part  of  smoke  house. 

Carpenter    shop     and 
stable. 

P 
H 
CM 

o 
o 

O 

o 

w 

Cabinet  shop. 

Dwelling. 

Dwelling. 

Dwelling. 

Coal  oil  distillery. 

Cabinet  shop. 

Upholstering    es- 
tablishment. 
Bakery. 

Coal  oil  distillery. 

Grocery  store. 

Butcher. 

Carpenter  shop  & 
dwellings. 

Occupant. 

M.  Junk. 

A.  Engel. 

Unoccupied. 

J.  Laker  &  others. 

Hamil  &  Co. 

P.  Whiskeman. 

Jno.  Hart. 

F.  Livingston. 

Newbold  &  Sons. 

Cox  &  Pope. 

Henry  Snyder. 

W.  Markland  and 
others. 

►J 

H 

O 

o 

Hi 

35  Bank  street. 

58  S.  Register  st. 

16  Jackson  street. 

Ellicott  street. 

Canton. 

216  &  218  Central  av 

184  Park  street. 

32  Central  ave. 

North    street,    near 
Eager. 

Howard  &  Fayette 

streets. 
391    Pennsylvania 

avenue. 
60  Elbow  lane. 
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TABLE  A.— Concluded. 

Causes  of  Fires. 

Boiler,  near  Wood  Work 2 

Burning  Wasps  Nests  in  a  Church  roof 1 

Careless  Construction  of  Hearths 5 

Careless  Construction  of  Flues 5 

Chimneys 8 

Children  playing  with  Matches 4 

Chemical  Distillation 1 

Candle  left  in  Outhouse 1 

Explosion  of  Steam  Boiler 1 

Explosion  of  Gasoline 2 

Explosion  of  Lamps 12 

Explosion  of  Alcohol  Still.... 1 

Explosion  of  Nitric  Acid 1 

Eire  Crackers 3 

Fat,  dropping  in  Fire 4 

Gas  Lights,  near  Wood  Work. 2 

Hot  Ashes,  near  Wood 1 

Incendiary 1 

Incendiary,  supposed 4 

Ignition  of  Gaseous  Vapor 7 

Ignition  of  Charcoal , . . .  1 

Lightning 1 

Mischevious  Boys 1 

Stove  Pipe,  through  Wood  Work 4 

Sparks  from  Locomotive 1 


FIRE   COMMISSIONERS   AND   CHIEF   ENGINEER.  35 

Spontaneous  Combustion  of  Oiled  Rags 2 

Spontaneous  Combustion  of  Yellow  Pine  Shavings 1 

Spontaneous  Combustion  of  Rubbish 1 

Shingle  Roofs,  from  Chimneys 12 

Smoking  out  Epizootic 1 

Shavings  near  Furnace 1 

Sparks  from  other  Fires 2 

Tinner's  Fire  Pots 3 

Unknown 61 
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TABLE  B. 

Daily  and  Hourly  Record  of  Fires  from  November  1st,  1872, 
to  October  31st,  1873. 


Hour-- A.M. 

c/i 

T3 

<M 

1 

1 
1 

2 
4 

2 

T3 

CO 

1 

2 

1 

2 

6 

3 

1 
2 
2 
2 
2 

12 

o 

1 

1 

1 
3 

o 
1 

1 

2 
1 
1 

6 

3 

1 

OD 

OS 

© 

,d 
i— i 

OS 

o 

H 

Sunday 

Monday 

Tuesday 

1 

1 

11 

2 

4 
2 

2 

2 

1 

14 

6 

Wednesday. 
Thursday.... 

Friday 

Saturday 

2 
1 

1 

1 

11 

8 

1 
2 

7 

1 
4 

1 

4 

2 
10 

1 
4 

.11 
13 

2 

4 

Total 

5 

11 

74 

Hour-P.  M. 

■+-S 

CO 

CO 

Tt< 

iO 

CO 

t^ 

oo 

1 

2 

1 

3 
4 
3 

14 

OS 

2 
1 
1 
2 
2 
2 
1 

11 

o 

1 
4 

1 

3 

1 
10 

5 

CM 

o 

1 

4 
1 
3 

1 
2 

14 

n 

Monday 

2 
2 

1 

5 

1 
1 

3 
1 

G 

1 

2 
1 
2 
3 

9 

1 
1 

1 
1 
1 

5 

4 

1 

3 
1 
4 

13 

3 

1 
1 
2 

7 

1 

1 

1 
•     1 

5 

17 

Tuesday 

Wednesday. 
Thursday.... 

Friday 

Saturday 

1 
1 

1 

15 
10 

10 
1G 
10 

Total 

3 

102 
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TABLE  C. 

Total  Number  of  Fires  and  Alarms  for  the  Year  ending, 
October  3 1st,  1873 176 

Of  which  there  were  from  Tests,  3 ;  False  Alarms,  6 ;  out  of 

City,  9 18 

For  Actual  Fires 158 


176 


Number  of  Fires  West  of  Calvert  Street 89 

Number  of  Fires  East  of  Calvert  Street 69 


158 


Number  of  Fires  occurring  from  6  A.  M.  to  12  M 31 

Number  of  Fires  occurring  from  12  M.  to  6  P.  M 42 

Total,  from  6  A.  M.  to  6  P.  M.  73 

Number  of  Fires  occurring  from  6  P.  M.  to  12  P.  M 60 

Number  of  Fires  occurring  from  12  P.  M.  to  6  A.  M 43 

Total,  from  6  P.  M.  to  6  A.  M.  103 


176 
Heaviest  Loss  at  any  one  Box Box  72. 
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TABLE  D 


Condensed  3fonthly  and  Daily  Summary,  1873. 


MONTHLY. 

November,  1872 17 

December 20 

January,  1873 13 

February 15 

March 20 

April 9 

May.. 10 

June 16 

July 18 

August 9 

September 16 

October 13 


176 


DAILY. 

Sundav 17 

Monday 31 

Tuesday 21 

Wed  nesday 21 

Thursday 27 

Friday 27 

Saturday 32 


176 


The  Telegraphic  Signal  Station  giving  the  greatest  number  of 
Alarms  was  Box  2,  which  was  struck  eight  times. 

Telegraphic  Signal  Stations  from  which  no  Alarm  was  received, 
3,  18,  23,  34,  36,  41,  43,  53,  64,  69,  76,  78,  79,  83,  84,  85,  86, 
87,  89,  91,  95,  96,  97,  98,  126,  128,  141. 
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TABLE  D  .—  Continued. 


Signal  Stations  from  which  Alarms  have  been  received  for  the  year 


ending,  October  Jlst,  IS', 


Box. 

Alarms. 

Box. 

Alarms. 

Box. 

Alarms. 

1 

3 

35 

2 

72 

5 

2 

8 

37 

2 

73 

1 

4 

2 

38 

3 

74 

1 

5 

4 

39 

5 

75 

3 

6 

6 

42 

2 

81 

1 

7 

4 

45 

2 

82 

q 

8 

1 

4G 

1 

92 

3. 

9 

3 

47 

1 

93 

3 

12 

2 

48 

3 

94 

2 

13 

3 

49 

1 

121 

1 

14 

5 

51 

3 

123 

2 

15 

2 

52 

1 

124 

2 

1G 

3 

54 

2 

125 

2 

17 

2 

56 

1 

127 

2 

19 

2 

57 

2 

129 

2 

21 

4 

58 

4 

132 

2 

24 

4 

59 

2 

134 

1 

25 

1 

61 

1 

135 

4 

20 

4 

62 

2 

136 

o 

27 

2 

63 

2 

137 

4 

28 

2 

65 

4 

138 

2 

29 

1 

67 

2 

142 

1 

31 

3 

68 

1 

32 

1 

71 

5 

176 
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TABLE    E.— Continued. 

Condensed  Running  Time  of  Engines  and  Service  of  Hooh  and 
Ladder  Companies,  year  ending  October  31st,  1873. 

MONTHS.                           Engines.  H.  &  L.  Co's. 

Ers.    Min.  Ilrs.    Min. 

November,  1872 31     05  37     20 

December, 58     05  45     25 

January,  1873 13     15  19     15 

February 36     35  41     25 

March 17     45  33     50 

April 6     30  11     15 

May 28     35  21     50 

June.... 22     20  21     15 

July 106     35  65     10 

August 22     55  14     30 

September 50     05  41     16 

October 21      ...  21     05 

Total,                         414     45  373     35 


Condensed  Service  of  Men,  year  ending  October  31st}  1873. 

MONTHS.                           Engines.  H.  &  L.  Co's. 

Ilrs.  Min.  Ilrs.  Min. 

November,  1872..- 88  50  45  20 

December ;..   127  50  56  15 

January,  1873 64  35  24  45 

February 117  50  48  35 

March 102  50  39  30 

April 48  45  17  45 

May 86  10  25  40 

June 107  ...  21  30 

July 425  40  148  30 

August 63  20  18  30 

September 117  05  48  45 

October 91  15  25  30 


Mil      10  520     55 
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TABLE   F. 

Total  Number  of  Telegraphic  Fire  Alarms  and  the  Boxes  from 
which  they  were  received,  from  July  %nd,  1859  to  October 
31st,  1873. 


o 

pq 

< 

M 

o 

pq 

CO 

< 
< 

i 

pq 

CO 

< 

o 

pq 

CO 

< 

M 

o 

pq 

92 

CO 

M 

1 

56 

21 

28 

42 

28. 

63 

37 

6 

2 

88 

23 

29 

43 

38 

64 

6 

93 

8 

3 

67 

24 

50 

45 

34 

65 

15 

94 

2 

4 

43 

25 

35 

46 

12 

67 

6 

121 

2 

5 

49 

26 

55 

47 

9 

68 

1 

123 

4 

6 

64 

27 

33 

48 

10 

71 

43 

124 

2 

7 

50 

28 

45 

49 

15 

72 

33 

125 

3 

8 

67 

29 

16 

51 

23 

73 

12 

126 

1 

9 

45 

31 

41  . 

52 

37 

74 

6 

127 

2 

12 

51 

32 

32 

53 

35 

75 

9 

129 

2 

13 

46 

34 

34 

54 

41 

76 

2 

132 

3 

14 

51 

35 

23 

56 

9 

81 

16 

134 

1 

15 

85 

36 

46 

57 

9 

82 

29 

135 

4 

16 

31 

37 

11 

58 

8 

83 

23 

136 

3 

17 

42 

38 

43 

59 

2 

84 

4 

137 

4 

18 

9 

39 

40 

61 

9 

85 

1 

1138 

2 

19 

26 

41 

22 

62 

27 

91 

9 

142 

1 

1 

Grand  Total, 2104 

Number  of  Alarms  from  Boxes  in  the  Eastern  District 

from  July  2nd,  1859  to  October  31st,  1873 1012 

Number  from  Boxes  in  the  Western  District 1092 


Total,, 
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T-ABLE  G. 
BAY  BOLL. 

ANNUAL  SALARIES   PAID   MONTHLY. 

1  Chief  Engineer $2,000 

2  Assistant  Engineers,  (each) 1,400 

1  Clerk  and  Secretary 1,200 

Engine  Companies. 

10  Foremen,  (each) 500 

10  Enginemen,  (each) 1,100 

10  Assistant  Enginemen,  (each) 900 

10  Hostlers,  (each) ' 900 

80  Firemen,  (each) 400 

Hook  and  Ladder  Companies. 

3  Foremen,  (each) 500 

3  Tillermen,  (each) 900 

3  Hostlers,  (each) 900 

30  Laddermen,  (each) 400 

103         Total. 
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Old 
Trucks. 
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of 
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TABLE  K. 

Hourly  Morning  Record  of  Fires  from  July,   1859,  io 
October  31st,  1873. 


Hour 

1859 

I860 

18611862 

1 

1863 

1864 

1 865 

1S6G1SC7 

1868 

1S69 

1870 

1871 

1872 

1873 

"e3 

A.  M. 

o 

1st 

5 

8 

4 

2 

5 

5 

9 

6 

11 

13 

6 

11 

4 

1 

4 

94 

2d 

15 

6 

8 

6 

2 

2 

3 

4 

9 

3 

7 

6 

2 

5 

9 

87 

3d 

6 

3 

13 

5 

2 

2 

3 

7 

2 

9 

4 

9 

10 

2 

6 

83 

4th 

5 

4 

4 

7 

3 

3 

3 

3 

5 

4 

5 

6 

5 

5 

9 

71 

5th 

3 

3 

2 

4 

1 

4 

o 

1 

7 

5 

5 

1 

1 

6 

3 

49 

•  6th 

6 

4 

2 

5 

3 

3 

1 

2 

5 

1 

4 

3 

4 

43 

7th 

2 

1 

2 

1 

2 

4 

2 

1 

5 

1 

6 

3 

4 

4 

5 

43 

8th 

2 

2 

1 

1 

3 

4 

4 

6 

5 

7 

7 

2 

4 

4 

3 

55 

9th 

5 

1 

3 

1 

6 

6 

2 

9 

2 

4 

5 

5 

7 

6 

2 

64 

10th 

3 

2 

6 

2 

6 

5 

10 

8 

10 

3 

5 

3 

7 

10 

4 

S4 

11th 

6 

1 

6 

2 

4 

8 

6 

10 

7 

6 

8 

12 

6 

6 

6 

94 

12th 

4 

5 

14 

8 

4 

7 

3 

5 

3 

7 

10 

10 

5 

59 

6 

58 

4 

59 

95 

Total. 

56 

42 

67 

41 

38 

55 

51 

63 

G7 

64 

73 

G9 

862 

Hourly  Evening  Record  of  Fires,  from  July,  1859,  to 
October  31st,  1873. 


Hour 

,_: 

P.  M. 

1859 

1860 

1861 

1SG2 

1863 

1864 

1865 

1867 

1868 

1869 

1870 

1871 

1872 

1873 

"o 

EH 

1st.... 

2 

1 

:: 

4 

3 

7 

6 

10 

10 

4 

11 

8 

4 

6 

3 

82 

2.1 

4 

3 

2 

5 
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3 

9 

10 

3 

9 

7 

6 

9 

11 

91 

3d 

3 

3 

5 

5 

4 

7 

5 

7 

12 

1 

6 

6 

7 

6 

4 

81 

4th... 

1 

1 

4 

8 

1 

2 

6 

4 

1 
1 

8 
10 

10 

6 

5 
6 

8 

8 

9 

9 
9 

14 
6 

5 

8 

89 

5th... 

7 

5 

90 

6th... 

1 

9 

6 

4 

3 

10 

4 

9 

6 

7 

6 

8 

6 

11 

4 

94 

7th... 

5 

8 

7 

5 

4 

10 

6 

15 

17 

5 

13 

11 

10 

12 

10 

138 

8th... 

3 

g 

10 

3 

3 

10 

7 

12 

9 

5 

12 

11 

10 

16 

12 

132 

9th... 

5 

9 

10 

2 

4 

111 

6 

6 

12 

9 

11 

4 

11 

9 

9  i 

117 

10th... 

8 

n 

6 

6 

1 

7 

8 

11 

12 

9 

11 

13 

14 

9 

8 

137 

11th... 

4 

5 

7 

5 

4 

6 

7 

10 

12 

12 

13 

7 

5 

9 

4 

110 

12th... 

4 

4 

1 

1 

6 

4 

2 

7 

9 

5 

12 

8 

13 

10 

2 

83 

Total. 

11 

74 

64 

4.0 

44 

88 

59 

114 

125 

71 

120 

96 

104 

117 

80  . 

1242 
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TABLE  L. 

Daily  Record  of  Alarms  of  Fire,  from  February,  1859,  to 
October  31st,  1879. 


03 

O 

Tuesday. 

3 

"<S3 

02 

13 
-»— > 
0 

H 

1859 

1860 

1861 

1862 

1863 

1864 
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15 
23 
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29 
25 
19 
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16 
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7 
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25 
25 
27 
43 
22 

13 

10 
18 
17 
10 
22 
22 
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25 
21 
29 
20 

17 
15 
17 
10 
13 
14 
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24 
19 
24 
22 
25 
33 
25 
30 

97 
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131 
86 
82 
143 
110 
177 
192 
135 
193 
165 
163 
175 
139 

Total.. 

143 

205 

315 

287 

333 

324 

297 

2104 
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EEPORT   OF   THE   BOARD   OF 


ENGINE  COMPANY,  No.   1. 

WENT  INTO  SERVICE,  FEBRUARY,  1859, 

Engine  House  situated  on  Paca  Street,  North  of  Fayette  st. 

Has  in  charge :  One  Steam  Fire  Engine ;  two  Four  Wheel  Hose 
Carriages;  one  Wood  Tender;  1040  feet  Good  Hose;  500  feet 
Medium  Hose ;  4  Horses  and  Harness,  with  all  necessary  equip- 
ments for  Service. 


NAMES. 

AGE. 

50 

RESIDENCE. 

OCCUPATION. 

Jacob  H.  Hay  ward,  Foreman 

202  W.  Fayette  st 

Ornamental  Painter. 

Jno.  H.  Deal,  Engineman.... 

81 

49  N.  Paca  st 

Machinist. 

Jacob  W.  Yeaton,  Ass,t  "  ... 

32 
80 

548  "W.  Pratt  st 

Machinist. 

Lewis  J.  Fresch,  Hostler 

94  Pearl  st 

Carpenter. 

Alex,  Forrest,  Fireman 

49 

48  Chatsworth  st 

Yenitian  Blind  Maker. 

James  Humes,  Fireman 

31 

28 

156  S.  Sharp  st 

Glass  Cutter. 

William  "White,  Fireman 

37  N.  Fremont  st 

Carpenter. 

Geo.  W.  Smith,  Fireman 

25 

Bricklayer. 
Paper  Hanger. 
Cigar  Maker. 

Jno.  H.  Morgan,  Fireman... 

23 

103  Baborg  st 

Laurence  Pistel,  Fireman.... 

24 

McHenry  &  Fremont. 

Jno.  T.  Northouse,  Fireman 

9,9 

508  W.  Pratt  st 

Furniture  Painter. 

Eugene  Batham,  Fireman.... 

33 

4G  Washington  Road.. 

Coachsmith. 

FIRE   COMMISSIONERS   AND   CHIEF   ENGINEER. 
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ENGINE  COMPANY,  No.  2. 

WENT  INTO  SERVICE,  FEBRUARY,  1859, 

Engine  House  situated  on  Barre  Street,  west  of  Sharp  st. 

Has  in  Charge :  One  Steam  Fire  Engine ;  one  Three  Wheel  Hose 
Carriage ;  1,500  feet  Good  Hose ;  5  Horses  and  Harness  with 
all  the  necessary  Equipments  for  Service. 


NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

Jacob  Hindes,  Foreman 

49 

100  S.  Sharp  st 

Chair  Maker. 

Thos.  "Wheatley,  Engineman 
M.  Lycett,  Asst.  Engineman 

Bichard  Kelly,  Hostler 

George  D.  Taylor,  Fireman.. 
Wm.  B.  Keynolds,  Fireman 
Thos.  S.  Kodenhi,  Fireman.. 

84 

163  Hamburg  st 

Machinist. 

?& 

61  Yorkst 

Machinist. 

83 

74  Barre  st 

80 

100  "West  st 

Carter. 

50 

262  S.  Sharp  st 

Tinner. 

37 

128  S.  Howard  st 

Chair  Maker. 

Jno.  A.  Young,  Fireman 

86 

101  Yorkst 

Sail  Maker. 

Chas.  Komoser,  Fireman 

80 

168  Sharp  st 

Gas  Fitter. 

Benj.  T.  Wirts,  Fireman 

Francis  Slain,  Fireman 

83 

36  Church  st 

Collar  Maker. 

38 

154  Light  st 

Laborer. 

George  Wernex,  Fireman.... 

27 

66  S.  Pacast 

Caulker. 
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KEPORT   OF   THE   BOARD   OF 


ENGINE  COMPANY,  No.  3. 

WENT  INTO  SERVICE,  FEBRUARY,  1859, 

Engine  House  situated  on  Lombard  Street,  East  of  High  st. 

Has  in  Charge  :  One  Steam  Fire  Engine ;  one  Four  Wheel  Hose 
Carriage;  one  Two  Wheel  Hose  Carriage;  1,500  feet  Good 
Hose;  4  Horses  and  Harness,  with  all  necessary  Equipments 
for  Service. 


NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

P.  H.  Flaherty,  Foreman.... 

43 

102  S.  Broadway 

Painter. 

Jno.  F.  Reilly,  Enginernan .. 
T.  H.  Humphreys,  Ass't  " 

P.  F.  Bradley,  Hostler 

William  H.  Moore,  Fireman 

41 

64  Granby  st 

Machinist. 

33 

79  S.  Exeter  st 

Machinist. 

30 

12  S.  Front  st 

Shipwright. 
Wagoner. 

32 

102  S.  Chester  st 

J.  J.  Adelman,  Fireman 

97 

98  Hanover  st 

Candy  Maker. 
Paper  Hanger. 
Gold  Beater. 

R.  Lindsey,  Fireman 

30 

71  S.  Exeter  st.- 

J.  W.  Ledden,  Fireman 

33 

145  Bankst 

C   Renner,  Fireman 

35 

46  Central  av 

Wagoner. 
Shoemaker. 

W.  H.  "Ward,  Fireman 

51 

41  Granby  st 

A.  Maguire,  Fireman 

9,6 

43  Granby  st 

12  Front  st 

Sugar  Befiner. 
1  Moulder. 

J.  Bradley,  Fireman 

35 

FIKE    COMMISSIONERS    AND   CHIEF    ENGINEER. 
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ENGINE  COMPANY,  No.  4. 

WENT  INTO  SERVICE,  FEBRUARY,  1859, 

Engine  Souse  situated  on  North  Street,  North  of  Fayette  st. 

Has  in  Charge :  One  Steam  Fire  Engine ;  two  Four  Wheel  Hose 
Carriages;  1,100  feet  Good  Hose;  700  feet  Medium  Hose; 
5  Horses  and  Harness,  with  all  necessary  Equipments  for 
Service. 


NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

Jno.  P.  Cosgrove,  Foreman.. 

41 

370  S.  Charles  st 

Shoemaker. 

Geo.  W.  Griffin,  Engineman 

40 

65  W.  Pratt  st 

Machinist. 

Francis  M.  Butler,  Ass't  " 

24 
29 

243  Barre  st 

Machinist. 

Jno.  Wernsing,  Hostler 

68  N.  Holliday  st 

Hostler. 

Sam'l  French,  Fireman 

81 

32  Miller  st 

Carpenter. 
Butcher. 

Jos.  Farr,  Fireman 

33 

370  E.  Madison  st 

J.  Oscar  Healey,  Fireman 

Jas.  H.  Walsh,  Fireman 

38 

41  N.  Bond  st 

Carpenter. 
Painter. 

30 
37 

105  East  st 

Jno.  T.  O'Halloran,  Fireman 

217  Chestnut  st 

Painter. 

James  Allen,  Fireman 

37 

200  Barre  st 

Printer. 

Geo.  W.  Bentz,  Fireman 

33 

163  W.  Baltimore  st... 

Baker. 

J.  J.  McCoy,  Fireman 

'28 

20  New  Church  st 

Machinist. 
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REPORT  OF  THE  BOARD  OF 


ENGINE  COMPANY,  No.  5. 

WENT  INTO  SERVICE,  APRIL,  1859, 

Engine  House  situated  on  Ann  Street,  South  of  Pratt  st. 

Has  in  Charge :  One  Steam  Eire  Engine ;  one  Four  Wheel  Hose 
Carriage ;  one  Two  Wheel  Hose  Carriage ;  800  feet  Good  Hose ; 
850  feet  Medium  Hose;  4  Horses  and  Harness,  with  all  neces- 
sary Equipments  for  Service. 


NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

W.  G.  Miller,  Foreman 

50 

97  Gough  st 

House  Carpenter. 
Machinist. 

Francis  Corrigan,  Enginem'n 
John  Calder,  Ass't      " 

40 

280  Gough  st 

26 

108  S.  Ann  st 

Machinist. 

J.  Michael  Scanlon,  Hostler. 

28 

Castle  and  Fayette  sts. 

Driver. 

Andrew  Perry,  Fireman 

Milton  Spofford,  Fireman.... 
Wm.  J.  Richards,  Fireman.. 

46 

144  S.  Ann  st 

Pattern  Maker. 

88 

46  N.  Ann  st 

House  Carpenter. 
Cigar  Maker. 

53 

147  Gough  st 

Edward  Kirby,  Fireman 

Wells  Ashcraft,  Fireman 

?8 

170  Gough  st 

Constable. 

54 

264  E.  Pratt  st 

Ship  Joiner. 
Painter. 

Jos.  L.  Chason,  Fireman 

37 
R0 

272  E.  Pratt  st 

Jas.  Peacock,  Fireman 

GQ  Register  st 

Ship  Carpenter. 
House  Carpenter. 

Edwin  Bailey,  Fireman 

26 

174  Gough  st 

FIRE   COMMISSIONERS   AND   CHIEF   ENGINEER. 
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ENGINE  COMPANY,  No.   6. 

WENT  INTO  SERVICE,  APRIL,  1859, 

Engine  House  situated  corner  of  Gay  and  Ensor  Streets. 

Has  in  Charge :  One  Steam  Fire  Engine ;  one  Four  Wheel  Hose 
Carriage ;  one  Two  Wheel  Hose  Carriage ;  850  feet  Good  Hose ; 
600  feet  Medium  Hose  j  5  Horses  and  Harness,  with  all  neces- 
sary Equipments  for  Service. 


NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

Wm.  W.  Watson,  Foreman. 

40 

29  Holland  st 

Trunk  Maker. 

M.  Mulligan,  Engineman.... 

37 

107  E.  Eager  st 

Machinist. 

Wm.  M.  Strebb,  Ass't  "    ... 

30 

34  E.  Baltimore  st 

Machinist. 

Andrew  Jamieson,  Hostler... 

45 

59  Stirling  st 

Hackman. 

T.  B.  Eiall,  Fireman 

34 

92  Low  st 

Carpenter. 
Tailor. 

H.  J.  Ed  ell,  Fireman 

32 
47 

308  E.  Ea^er  st 

D.  H.  Macaulay,  Fireman... 

107  N.  Broadway 

Fainter. 

J.  W.  Harper,  Fireman 

38 

139  Chew  st 

Bill  Poster. 

C.  T.  Wright,  Fireman 

59 

187  N.  Caroline  st 

Shoemaker. 

W.  West,  Fireman 

31 

Hillen  and  Forrest  sts. 

Tinner. 

J.  M.  Ogle,  Fireman 

38 

203  E.  Madison  st 

Saw  Maker. 

L.  Blake,  Fireman 

28 

Eager  st.,  near  Valley. 

Painter. 

56 


REPORT   OF   THE   BOARD   OF 


ENGINE  COMPANY,  No.   7. 

WENT  INTO  SERVICE,  APRIL,  1859, 

Engine  House  situated  corner  of  Eutaw  and  Ross  Streets. 

Has  in  Charge  :  One  Steam  Fire  Engine ;  one  Three  Wheel  Hose 
Carriage;  one  Two  Wheel  Hose  Carriage;  1,600  feet  Good 
Hose;  5  Horses  and  Harness,  with  all  necessary  Equipments 
for  Service. 


NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

Jacob  Stouffer,  Foreman 

4G 
29 
26 
27 
44 
47 
33 
31 
47 
39 
33 
27 

148  Pearl  st 

Printen 

Wm,  Stanton,  Engineman... 
Rob't  J.  Boyle,  Ass't  «      ... 
C.  M.  Kemp,  Hostler 

3  Druid  Hill  av 

Machinist. 

132  Forrest  st 

Machinist. 

36  St.  Mary's  st 

28  St.  Mary's  st 

Driver. 

H.  S.  Konig,  Fireman 

G.  W.  Grubb,  Fireman 

Painter. 

185  Franklin  st 

Cedar  Cooper. 
Piano  Maker. 

Ed.  Sheeks,  Fireman 

148  N.  Green  st 

G.  W.  Allen,  Fireman 

91  "Walsh  st 

J.  H.  Gildea,  Fireman 

265  Biddle  st 

Provision  Dealer. 

J.  II.  McGrecvy,  Fireman... 

J.  H.  Bouersox,  Fireman 

A.  P.  Webb,  Fireman 

63  Garden  st 

Stone  Cutter1. 

217  Biddle  st 

'SO  N.  Green  st 

Painter. 
Clerk. 

FIRE   COMMISSIONERS   AND   CHIEF   ENGINEER. 
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ENGINE   COMPANY,   No.    8. 

WENT  INTO  SERVICE,  MARCH,  1871, 

Engine  House  situated  on  Mulberry  Street,  West  of  Schroeder  st. 

Has  in  Charge  :  One  Steam  Fire  Engine;  one  Reserve  Steam  Fire 
Engine ;  one  Four  Wheel  Hose  Carriage ;  one  Two  Wheel  Hose 
Carriage;  800  feet  Good  Hose;  800  feet  Medium  Hose;  4 
Horses  and  Harness,  with  all  necessary  Equipments  for  Service. 


NAMES. 

AGE. 

BESIDKNCV. 

107  N.  P.ippleton  st... 

OCCUPATION. 

Geo.  W.  Krager,  Foreman... 

35 

Cigar  Maker. 

Wm.  Thompson,  Engineman 

50 

20  N.  Schroeder  st 

Machinist. 

Andrew  A.  Smith,  Ass;t  " 

27 

515  Saratoga  st 

Machinist. 

95 

G3  Clay  st 

Ed.  Beefelt,  Fireman 

42 

44  N.  Schroeder  st 

Cigar  Maker. 

A   J    "Walter,  Fireman 

35 

405  Saratoga  st 

Cigar  Maker. 
Silver  Plater. 

0.  D.  Burgess,  Fireman 

86 

86  N.  Schroeder  st 

G.  Chapman,  Fireman 

43 

168  N.  Poppleton  st... 

Shoemaker. 

r.  Gallagher,  Fireman 

John  Larracy,  Fireman 

40 

534  Saratoga  st 

Tailor. 

24 

155  Vine  st 

Laborer. 

99 

457  Saratoga  st 

Cigar  Maker. 
Laborer. 

Thos.  Murphy,  Fireman 

20 

513  Saratoga  st 

58 


KEPORT   OF   THE    BOARD   OF 


ENGINE   COMPANY,  No.   9. 

WENT  INTO  SERVICE,  FEBRUARY,  1872, 

Engine  House  situated  on  Madison  Street,  East  of  Broadway. 

Has  in  Charge  :  One  Steam  Fire  Engine ;  one  Reserve  Steam  Eire 
Engine;  two  Four  Wheel  Hose  Carriages;  1,300  feet  Good 
Hose ;  500  feet  Medium  Hose ;  7  Horses  and  Harness,  with  all 
necessary  Equipments  for  Service. 


NAMES. 

AGE. 

33 

RESIDENCE. 

364  E.  Madison  st 

OCCUPATION. 

Francis  D.  Kerr,  Foreman... 

Rigger. 

Wm.  T.  Calvert,  Engineman 

35 

412  E.  Madison  st 

Machinist. 

Dan'l  Rodgers,  Ass't     " 

27 

360  E.Madison  st 

Boiler  Maker. 

Rob't  "VVeir,  Hostler 

30 
27 

272  Chew  st 

Plasterer. 

Jos.  Ryan,  Fireman 

299  N.  Durham  st 

Harness  Maker. 

Jas.  MeDevitt,  Fireman 

31 
45 

29 

249  Forrest  st 

Harness  Maker. 

J.  A.  Love,  Fireman 

74  N.  Broadway 

24  N.  Central  av 

Painter. 

Geo.  Meinberg,  Fireman 

Barber. 

S.  Uhlfelter,  Fireman 

30 

HON.  Chappel  st 

362  E.  Madison  st 

Huckster. 

Sam'l  Smith,  Fireman 

26 

Bricklayer. 
Excavator. 

J.  T.  Harney,  Fireman 

2G 

428  E.  Monument  st. .. 

Jno.  Reed,  Fireman 

20 

18  Hillen  st 

Carpenter. 
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ENGINE  COMPANY,  No.  10. 

WENT  INTO  SERVICE,  DECEMBER,  1812, 

Engine  House  situated  on  Columbia  Street,  East  of  Poppleton  st. 

Has  in- Charge:  One  Steam  Fire  Engine;  one  Three  Wheel  Hose 
Carriage;  one  Two  Wheel  Hose  Carriage;  1,000  feet  Good 
Hose ;  300  feet  Medium  Hose ;  5  Horses  and  Harness,  with  all 
necessary  Equipments  for  Service. 


NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

J.  A.  Lockington,  Foreman. 
Jno.  E.  Morse,  Engineman.. 
Frank  Conway,  Ass't  " 

81 

8  Hollins  st 

Clerk. 

28 

226  Scott  st 

Machinist. 

22 

68  S.  Poppleton  st 

Machinist. 

Jno.  Kelly,  Hostler 

?fi 

100  York  st 

"\V.  Kussmaul,  Fireman 

24 
31 
31 
24 

443  Saratoga  st 

Butcher. 

A.  Squires,  Fireman 

33  Bevan  st 

Carpenter. 
Driver. 

W.  Deck,  Fireman 

455  Saratoga  st 

Jno.  Cook,fj  Fireman 

64  N.  Schroeder  st 

Paper  Hanger. 
Sail  Maker. 

Sam'l  Young,  Fireman 

32 

81  S.  Gilmore  st 

31 

172  George  st 

Carpenter. 
Paper  Carrier. 

"W.  H.  Conway,  Fireman 

39 

221  Mulberry  st 

Jno.  Keily,  Fireman 

24 

405  W.  Pratt  st 

Bricklayer. 
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REPORT   OF   THE   BOARD   OF 


HOOK  AND  LADDER  COMPANY,  No.  1. 

WENT  INTO  SERVICE,  FEBRUARY,  1859, 

Truck  House  situated  on  Harrison  Street,  North  of  Baltimore  st. 

Has  in  Charge :  One  Truck ;  one  Reserve  Truck ;  one  Wood 
Tender ;  two  Fire  Extinguishers  j  200  feet  Hemp  Hose ;  3 
Horses  and  Harness,  with  all  necessary  Ladders  and  Equip- 
ments for  Service. 


NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

Chas.  D.  Hiss,  Foreman 

50 
88 

29  S.  Exeter  st 

Collector. 

E.  Burke,  Tillerman 

127  N.  Edenst 

Plasterer. 

J.  E.  Patterson,  Hostler 

27 
9,1 

16  "Watson  st 

Hostler. 

G.  W.  Horton,  Lad  derm  an... 

Ill  Aisquith  st  

Wire  Worker. 

H.  "W.  Mears,           " 

26 
33! 

64  1ST.  Gay  st 

Undertaker. 

E.  Dougherty,           *' 
J.  D.  Keene,             « 

4  Jackson  st 

Collector. 

34 

405  N.  Central  av 

Carpenter. 

J.  W.  Blake,             '* 

87 

143  E.  Eager  st 

Engineer. 
Driver. 

M.  Nolan,                 " 

43 

28  E.  Lombard  st 

W.  Brown,               M 

24 

268  Orleans  st 

Teamster. 

1.  L.  Southcomb,     " 

25 

43  Harrison  st 

Wire  Worker. 

J.  P.  Ward,              " 

23. 

41  Granby  st 

News  Agent. 

S,  Berliner,               " 

49  Watson  st 

SSolicitor. 

FIEE  COMMISSIONERS   AND   CHIEF   ENGINEEU 
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HOOK  AND  LADDER  COMPANY,  No.  2. 

WENT  INTO  SERVICE,  APRIL,  1859, 

Truck  House  situated  on  Paca  Street,  North  of  Fayette  st. 

Has  in  Charge:  One  Truck;  two  Fire  Extinguishers;  200  feet 
Hemp  Hose ;  2  Horses  and  Harness,  with  all  necessary  Ladders 
and  Equipments  for  Service. 


,                     NAMES. 

AGE. 

RESIDENCE. 

OCCUPATION. 

Geo.  H.  Houck,  Foreman 

45 

1G3  Preston  st 

Railroad  Agent. 

Jno.  G.  Gill,  Tillerman 

43 

202  W.  Fayette  st 

Painter. 

Thos.  Montgomer\ 

,  Hostler. 

34 

234  German  st 

Driver. 

Chas.  L.  Lilly,  LafMfiwnnTi.. 

35 

251  Dolphin  st 

Carpenter. 
Blacksmith. 

Thomas  Wagner, 

<( 

33 

G  Jasper..* 

F.  A.  Marston, 

(t 

35 

242  BT.  Howard  st 

Painter. 

Chas.  M.  Hall, 

30 
37 

228  German  st 

Cigar  Maker. 

Evan  L.  Dorsey, 

43G  W.  Baltimore  st... 

Paper  Hanger. 

W.  S.  Lilly, 
Louis  J.  Rudolph, 

a 

°8 

58  Division  st 

Carpenter. 
Carpenter. 

u 

26 

55  Hanover  st 

F.  E.  White, 

u 
(« 

24 

2G 

28  Clark  st 

Plasterer. 

W.  R.  Lashorne, 

108  N.  Schroeder  st... 

Dyer. 

J.  W.  Friedhofer, 

(« 

25 

■  92  Hamburg 

Carpenter. 
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EEPORT  OF   THE   BOARD    OF 


HOOK  AND  LADDER  COMPANY,  No.  3. 

WENT  INTO  SERVICE,  JANUARY,  1871, 

Truck  House  situated  on  Ann  Street,  South  of  Pratt  Street. 

Has  in  Charge ;  One  Truck ;  two  Fire  Extinguishers ;  200  feet 
Hemp  Hose ;  3  Horses  and  Harness,  with  all  necessary  Ladders 
and  Equipments  for  Service. 


NAMES. 

AGE.I              RESIDENCE. 

OCCUPATION. 

T.  W.  Humphreys,  Foreman 

54    111N.  Broadway 

Inspector. 

J  no.  McClellan,  Tillerman... 

40 
40 

139  S.  Eden  st 

Sail  Maker. 

Chas.  Geiger,  Hostler 

Rob't  Crawford,  Ladderman 

15G  Gough  st 

Confectioner. 

•>5 

235  Bank  st 

Ship  Carpenter. 
Rigger. 

N.  Wormsley,              " 

29 

268  S.  Central  a v 

J.  N.  Downs,               " 

25 

472  E.  Baltimore  st.... 

Painter. 

Thos.  Taylor,                " 
AVm   E.  Vanrossen     u 

31 

69  S.  Exeter  st 

Carpenter. 
Driver. 

25 
?6 

104  S.  Exeter  st 

G   W   Fox  well,           " 

181  Bank  st 

Ship  Carpenter. 
Paper  Hanger. 
Laborer. 

K  Calder                      " 

41 

124  Gough  st 

31 

189  E.  Pratt  st 

A.  Germon,                   " 

24 

210  Gough  st 

Painter. 

Louis  Roll,                   " 

33 

210  S.  Durham  st 

Constable. 
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List  of  Telegraphic  Fire  Alarm  Stations  and  Companies  Replying 

to  the  same. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

12 

13 

14 

15 

16 

17 

18 

19 

21 

23 

24 

26 

26 

27 

28 

29 

31 

32 

34 

35 

36 

37 

38 

39 

41 

42 


LOCATION 


First  Alarm. 


Second 
Alarm. 


Engines.        II.  k  L     Engines.    II  &  L . 


Central  Station,  Holliday  street 

Calvert  and  Lombard  streets 

Baltimore  and  Hanover  streets 

Pratt  and  Gay  streets 

No.  1  Truck  House,  Harrison  street 

Charles  and  Camden  streets 

Howard  and  German  streets 

j  Pratt  Street  Bridge 

Charles  and  Mulberry  streets 

No.  3  Engine  House,  Lombard  street 

No.  2  Engine  House,  Barre  street 

No.  2  Truck  House,  Para  street 

No.  6  Engine  House,  Gay  and  Ensor  sts... 

Aisquith  and  Douglas  streets 

No.  7  Engine  House,  Eutaw  and  Ross  sts. 
Western  Police  Station,  Green  street.. 

Penn  and  Lombard  streets 

Bank  and  Exeter  streets 

William  and  Montgomery  streets 

Caroline  and  Lombard  streets 

Bond  and  Jefferson  streets 

Light  and  Cross  streets 

Eastern  Police  Station,  Bank  street... 

Fayette  and  St.  Paul  streets 

Eutaw  and  Cross  streets 

Fremont  and  Columbia  streets 

Franklin  and  Chatsworth  streets 

Belair  and  Central  avenues 

Richmond  Market 

Southern  Police  Station 

Eager  street  and  Morton  alley 

North  and  Monument  streets 

Elliott  and  Chesapeake  streets,  Canton 

Harford  avenue  and  Eager  street 

Drawbridge,  loot  of  Falls 


4  6 
6 


3  6 
I  10 

10 

0 


6  9 
1  2  10 

3  5 
1   4 

1  2  10 

2  8  10 
1  8 

6  9 
1  7  8 
1  2 
1  .7 

4  6 

3  5 
6  (.i 
3  4 


8  10 


4  8 
6  9 
3     6 

7 
7 
7 
4 
6 
7 


4 
4 

4 
3 
4 
4 

4  8 
7  9 
6  9 
3     4 

2     9 


2 

3     7    ! 

3 

1     9 

1     9 

2 

6     7 

2 

•<  3  10 

3 

2     9 

'•'> 

4 

1 

9 

3 

8 

3 

4 

7 

9 

1  4 

9 

4 

10 

4 

10 
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FIRE  ALARM  REGULATIONS.—  Continue d. 


< 
m 

43 
45 
46 
47 
48 
49 
51 
52 
53 
54 
56 
57 
58 
59 
61 
62 
63 
64 
65 
67 
68 
69 
71 
72 
73 
74 
75 
76 
78 
79 
81 
82 
83 
84 
85 
86 
87 
89 
91 
92 
93 
94 
95 
96 
97 
98 


LOCATION 


Fremont  and  Lexington  streets 

Pratt  and  Poppleton  streets 

Front  and  Hillen  streets 

Locust  Point 

Pearl  and  Saratoga  streets 

Frederick  and  Calverton  Roads 

No.  5  Engine  House,  Ann  street 

Pennsylvania  avenue  and  Dolphin  street- 
Baltimore  and  Republican  streets 

Canton  avenue  and  Chester  streets 

Pennsylvania  avenue  and  Fremont  street. 

Baltimore  street  and  Frederick  road 

Belair  Avenue 

Charles  and  Lombard  streets 

Carey  street  and  Edmondson  avenue 

Madison  and  Forrest  streets 

Broadway  and  Thames  street 

Lexington  and  Strieker  streets 

Cathedral  and  Hoffman  streets 

Ann  and  Orleans  streets 

Pratt  street  and  Central  avenue 

Cross  and  Covington  streets 

Pratt  and  Eutaw  streets 

Clay  and  Park  streets 

Monument  street  and  Plover  alley 

Gay  street  and  Broadway 

Light  and  Heath  streets 

Madison  and  North  avenues 

Pennsylvania  avenue  and  McMechan  st... 

Cook  and  Strieker  streets 

Eutaw  Place  and  Dolphin  street.. 

Canton  avenue  and  Caroline  street 

Baltimore  and  Wolfe  streets 

Gilmor  and  Mclienry  streets 

Fayette  street  and  Broadway 

Druid  Hill  avenue  and  Preston  street 

Eager  and  Constitution  streets 

Aisquith  and  Jefferson  streets 

Central  and  Harford  avenues 

Oregon  and  Townsend  streets 

Monument  and  Castle  streets 

President  street  and  Canton  avenue 

Baltimore  and  Poppleton  streets 

Barre  and  Warner  streets  

Ann  street  and  Canton  avenue 

Bank  and  AVashington  streets 


First  Alarm. 


Engines. 


8  10 
2 
4 
2 
1  8 
8  10 
5  9 
7  8 


8  10 
6 
5  10 


10 

5 

8 

10 

9 

2  3 

8 

9 

5 

10 

7  8 

9 

5 

2 

2  1( 

3  4 


< 
9 

2  10 
7  8 

7  8 

8  10 

7  8 

3  5 
5  9 

8  10 
5  9 
7  8 

9 

9 

9 

8 

9 

5  6 

10 

10 


fl.&L 


Skcond 
Alarm. 
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FIRE  ALARM  REGULATIONS.— Continued. 


< 

Xfl 

121 
123 
124 
125 
12G 
127 
128 
129 
132 
134 
135 
136 
137 
138 
141 
142 
143 


LOCATION. 


Eden  and  Chase  streets 

No.  8  Engine  House,  Mulberry  street 

Madison  and  McMechen  streets 

Fort  avenue  and  Baltimore  &  Ohio  E.  K.. 

Pratt  and  Gist  streets 

North  and  Greenmount  avenues 

North  avenue  and  John  street 

No.  9  Engine  House,  Madison  street 

Light  and  Lee  streets 

Leadenhall  and  Stockholm  streets 

Calvert  and  Pleasant  streets 

Fayette  and  Exeter  streets 

No.  10  Engine  House,  Columbia  street 

No.  4  Engine  House,  North  street 

Fayette  and  Choptank  streets 

Baltimore  and  Pine  streets 


First  Alarm. 


Engines. 


10 

5 

9 

8 

9 

2  4 

10 

G 

6 
8  10 
3  4  0 
5  9 
1  10 


II.  H. 

1 
2 
2 
2 
3 
1 
2 
3 
2 
2 
1 
1 
2 
1 
3 
2 


Second 
Alarm. 


Engines. 


3  4 
7  10 
1  10 
1     4 

6  9 

4  7 
1  10 
3     4 

7  10 
1     8 

9 
9 


i 
i 

1 

'J 


HI  I, 

3 

1 
1 
1 

1 

o 

1 
1 

1 
1 

2 
3 

1 
2 
1 

1 


Upon  the  occurrence  of  an  alarm  of  fire,  the  number  of  the 
Station  from  which  the  same  is  received  is  struck  out  from  the 
Central  Station  for  the  space  of  five  minutes  upon  all  the  gongs 
and  bells  in  Telegraphic  communication  therewith,  which  is  at 
once  answered  by  the  Companies  which  attend  that  Station. 

"When  a  larger  force  is  required,  a  second  alarm  can  be  given  by 
the  Chief  Engineer  or  his  Assistants. 


"When  a  still  greater  force  becomes  necessary,  a  General  Alarm 
may  be  sounded  bringing  up  all  the  Reserves  of  the  Department, 
or  single  Companies  may  be  called  as  follows : 
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FIRE  ALARM  REGULATIONS.— Continued. 

Signals  for  Calling  Companies  Separately. — One  round 
of  which,  followed  by  the  number  of  the  Station  at  which  it  may 
be  wanted,  will  be  repeated  five  times  at  proper  intervals,  unless 
the  reply  2-3  is  sooner  received  at  the  Central  Station. 


Engine 

Co,, 

STo.1... 

2  3  1 

Engine  Co.,  No.  8 

2  3  8 

a 

"   2... 
"   3... 

232 
243 

a            a         u     q 

2  3  9 

"         "      "10 

24  1 

a 

"   4... 

234 

Hook  &  Ladder  Co.,  No. 

1... 

35  1 

u 

"   5... 

235 

a                     «              « 

2... 

35  2 

(( 

"   6... 

236 

a                      u               a 

3... 

3  53 

a 

« 

"   7... 

237 

Sick  Morse  Calls. 

Engine  Co.,  No.  1 . .  4  5  6-1       Engine  Co.,  No.    8 4  5  6-8 


2.. 4  5  6-2  "         "       "       9 4  5  6-9 

3.. 4  5  6-3  "         "       "     10 4  6  1-  1 

4.. 4  5  6-4  Hook  &  Ladder  Co.,  No.  1.. 4  5  6-12 

5..4  5  6-5  "               "             "         2..4  5  6-13 

6.-4  5  6-6  "               '•             "         3..4  5  6-13 
1.A  5  6-1 
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FIRE  ALARM  REGULATIONS.— Continued. 

Office  Calls. 

Chief  Engineer 43  1     Assistant  Engineer,  W.  D. . .  4  3  4 

Assistant     "      E.D 432     Inspector  of  Horses 4  3  5 

All  Fire  Alarm  Calls  will  be  struck  upon  all  the  Gongs  five  times, 
unless  sooner  answered  by  the  signal  2-3.  All  other  Calls  will  be 
struck  three  times,  and  need  not  be  answered  by  signal. 
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List  of  Telegraphic  Signal  Stations  attended  by  Engine  and  Hook 
and  Ladder  Companies,  at  First  and  Second  Alarms. 


Companies. 

At  the  First  Alarm. 

At  the  Second  Alarm. 

3   G   7   9 

13 

14 

1   2   4   5  12  43 

17  18  19  23 

26 

28 

45  47  52  53  56  57 

Engine  No.  1 

29  32  35  36 

37 

48 

64  75  76  78  79  81 

59  61  65  69 
73  123  132  142 

71 

72 

84  86  92  95  96  124 
125  128  134  137  138 

Engine  No.  2. 


2   3  4   6  7  13 

19  23  26  29  31  36 

45  47  59  69  71  75 

96  125  132  134 


8  42  49  72  84  94 
137  142 


Engine  No.  3. 


12  4  5  6  8 

12  15  16  21  24  27 

39  42  54  59  63  68 

72  82  94  97  98  126 

136  138 


3  7  9  13  14  23 

25  28  34  41  46  47 

51  58  62  67  74  83 

85  87  89  91  93  121 

129  141 


Engine  No.  4. 


1   2   3   4   5   6  |   9  14  16  17  18  19 

7   8  15  28  38  42  |  26  29  31  32  34  35 

46  59  72  132  135  138   36  37  41  45  48  51 

53  58  62  63  65  68 

69  71  73  74  82  83 

87  89  91  94  95  97 

98  121  125  127  129  136 
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List  of  Telegraphic  Signal  Stations — Continued. 


Companies. 

At  the  First  Alarm. 

At  the  Second  Alarm. 

12  21  24  27  30  42 

47  51  51  G3  G7  G3 
82  83  85  93  94  97 
98  126  141 

25 

Engine  No.  G. 


12  3       4      5  8 

12     15  16     25     34  38 

41     46  53     62     74  87 

89     91  94  121  127  129 

135  136  138 


6  21  24  27  28  35 
39  54  59  65  67  68 
85  93  126  141 


9 

14 

17 

18 

35 

37 

2   3   6  15  23 

29 

Engine  No.  7 

52 

78 

56 
81 

65 
86 

72 

92 

73 
124 

76 
128 

31  32  36  38  43 
49  57  59  61  64 

48 

71 

79  123  127  132  135 

7 

14 

17 

18 

35 

36 

13  19  26  37  73 

75 

43 

45 

48 

49 

52 

53 

96  134  142 

Engine  No.  8 

56 
78 

57 
79 

61 
81 

64 
84 

65 
86 

76 
92 

95 

123 

124 

128 

137 

Engine  No.  9. 


25  34  41 
67  74  83 
91  93  121 


51 

58 

62 

85 

87 

89 

127 

129 

141 

1   4   5  8  12  15 

16  21  24  27  38  39 

42  46  54  63  82  97 

98  126  135  136  138 


Engine  No.  10. 


13  14  19 

31  36  43 

53  57  64 

84  95  96 
142 


23  26  29 

45  47  49 

71  75  79 

125  134  137 


7  17  18  52  54  61 
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'6  78  81  86 


92  123  124  128  132 
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List  of  Telegraphic  Signal  Stations — Continued. 


Companies. 

At 

the  First  Alarm. 

At  ' 

rHE 

Second  Alarm. 

1 

2   3   4 

5 

6 

9 

13 

14 

17 

18  19 

7 

8  12  15 

16 

28 

21 

23 

24 

25 

26  27 

34 

38  41  46 

58 

59 

29 

31 

32 

35 

36  37 

62 

71  87  89 

91 

121 

39 

42 

43 

45 

48  49 

127 

135  136  138 

51 

52 

53 

54 

56  57 

Hook  and  Ladder  No. 

1 

61 
69 

63 
71 

64 
72 

65 

73 

67  68 
75  76 

« 

78 

85 

96 

126 

141 

79 

86 

97 

128 

142 

81 

92 

98 

129 

82 

93 

123 

132 

83  84 

94  95 

124  125 

134  137 

2 

3   6   7 

9 

13 

1 

28 

38 

46 

47  62 

14 

17  18  19 

23 

26 

87 

127 

135 

138 

29 

31  32  35 

36 

37 

43 

45  48  49 

52 

53 

Hook  and  Ladder  No. 

2 

56 
GO 
78 
95 
132 

57  59  61 
71  72  73 
79  81  84 
96  123  124 
134  137  142 

64 

75 

86 

125 

65 

76 

92 

128 

4 

8  21  24 

25 

27 

5 

12 

15 

16 

34  41 

Hook  and  Ladder  No. 

Q 
O 

39 

G7 

42  47  51 

68  82  83 

54 
85 

63 
93 

58 

74 

89 

91 

121  136 

91 

97  98  126  129 

141 
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GEXERAL  ORDERS, 
Issued  upon  Establishing  the  Revised  Code  of  Fire  Alarm  Signals. 


Office  of  Chief  Engineer,  B.  C.  F.  D.  ) 
Baltimore,  August  1st,  187 1.  J 

General  Orders: 

No.  1.  When  a  First  Alarm  is  given,  all  members  of  this  De- 
partment whose  Companies  do  not  respond,  will  report  at  their 
respective  Engine  and  Truck  Houses  prepared  for  duty,  and  if  not 
relieved  by  the  Recall  Signal,  or  required  for  active  duty  during 
thirty  minutes,  will  answer  roll  call  and  be  dismissed  by  their 
respective  Foreman. 

No.  2.  After  a  First  Alarm  is  given,  and  before  the  Recall 
Signal  is  Struck,  all  the  remaining  Engine  Companies  in  that  dis- 
trict, together  with  the  nearest  Hook  and  Ladder  Company,  will 
answer  a  new  alarm  from  any  other  Station  therein.  Should  two 
Hook  and  Ladder  Companies  be  in  service  at  a  First  Alarm,  the 
remaining  Hook  and  Ladder  Company  will  answer  a  new  alarm 
from  any  other  Station  in  the  City  until  the  Recall  is  struck,  from 
No.  1  Truck  House. 

No.  3.  When  the  same  Station  is  struck  a  second  time  previous 
to  the  Recall,  it  will  be  considered  as  a  Second  Alarm  and  be 
answered  accordingly.  AVhen  another  Alarm  comes  from  the  Sta- 
tion first  struck,  after  the  Recall,  it  will  be  considered  as  a  First 
Alarm  and  be  answered  accordingly. 

No.  4.  After  a  Second  Alarm  is  struck  and  before  the  Recall  is 
given,  all  Engine  and  Hook  and  Ladder  Companies  which  have 
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not  responded,  will,  in  case  of  a  new  alarm,  answer  any  other  Sta- 
tion in  the  City — No.  5  Engine  Company  from  No.  3  Engine 
House,  No.  8  Engine  Company  from  No.  1  Engine  House,  and 
the  unemployed  Hook  and  Ladder  Company  from  No.  1  Truck 
House. 

No.  5.  The  Recall  Signal  is  3-4-5,  followed  by  the  number  of 
the  Station  from  which  the  Alarm  is  received,  and  will  be  under- 
stood as  an  order  for  dismissing  the  men  attached  to  Companies 
awaiting  special  orders  connected  ivith  that  Station,  and  for  the  re- 
sumption of  such  Companies  of  their  attendance  upon  their  First 
Alarm  Station  List. 

No.  6.  The  General  Alarm  and  Company  Signals  are  retained 
until  further  orders. 

H.  SPILMAN,  Chief  Engineer. 
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Aisquith  and  Jefferson  streets No.       1 

Aisquith  and  Orleans 2 

Aisquith  and  Mullikin 3 

Aisquith  and  Holland 4 

Aisquith  and  Fayette 5 

Aisquith  and  Madison 6 

Aisquith  and  Gay 7 

Aisquith  and  Chase 8 

Aisquith  and  Chew 9 

Aisquith  and  Eager 10 

Aisquith  and  Biddle 11 

Albemarle  and  Trinity 12 

Albemarle  and  Pratt 13 

Albemarle  and  Plowman 14 

Albemarle  and  Lombard 15 

Alice  Ann  and  Broad  way 16 

Alice  Ann  and  Wolf 17 

Alice  Ann' and  Washington 18 

Alice  Ann  and  Chester 19 

Alice  Ann  and  Ann 20 

Alice  Ann  and  Bond 21 

Ann  and  Fayette 22 

Ann  and  Thames 23 

Ann  and  Hampstead 24 

Ann  and  Orleans 25 

Ann  and  Eastern  avenue 26 

10 
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Ann  and  Pratt  streets No.    27 

Anthony  and  Carol ine 

Allison  alley  and  Dock  street 

Almshouse 

Baltimore  and  Front  streets 

Baltimore  and  High 

Baltimore  and  Harrison 

Baltimore  and  Frederick 

Baltimore  and  Gay 

Baltimore  and  South 

Baltimore  and  Calvert 

Bal timore  and  Charles 

Baltimore  and  Hanover o\ 

Baltimore  and  Liberty 

Baltimore  and  Eutaw 

Baltimore  and  Green 

Baltimore  and  Pearl 

Baltimore  and  Fremont . 

Bal  timore  and  Strieker 

Baltimore  and  Paca 

Baltimore  and  Sharp 

Baltimore  and  Carey 

Baltimore  aud  St.  Paul 

Baltimore  and  Choptank 

Baltimore  and  Washington 

Baltimore  and  Broadway 

Baltimore  and  Bond 

Baltimore  and  Caroline 

Baltimore  and  Happy  alley 

Baltimore  and  Dewberry  alley 

Baltimore  and  Gilmore  streets 

Baltimore  and  Fulton 

Baltimore  and  Mount 

Baltimore  and  Calverton  road 
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Broadway  and  Eastern  avenue No.    61 

Broadway  and  Gough  streets 62 

Broadway  and  Bank 63 

Broadway  and  Lombard 64 

Broadway  and  Hampstead 65 

Broadway  and  Pratt 6Q 

Broadway  and  Fayette 67 

Broadway  ,and  Jefferson 68 

Broadway  and  Monument 69 

Broadway  and  Gay 70 

Bond  and  Pratt 7i 

Bond  and  Lombard 72 

Bond  and  Jefferson'. 73 

Bond  and  Thames 74 

Bond  and  Fayette 75 

Bond  and  Lancaster 76 

Bond  and  Bank 77 

Bond  and  Chase 78 

Bond  and  Madison 79 

Bond  and  Monument 80 

Bond  and  Chew 81 

Biddle  and  Madison 82 

Biddle  and  McCullough 83 

Biddle  and  Pennsylvania  avenue 84 

Biddle  and  Tessier  streets 85 

Biddle  and  Boss 86 

Biddle  and  George 87 

Biddle,  between  Boss  and  Tessier 88 

Buren  and  Liberty  alley 89 

Boyd  and  Parkin  streets ,.,.. 90 

Boyd  and  Poppleton 91 

Burch  and  Wolfe 92 

Burch  and  Bertrell 93 

Bolton  and  Sheat  allev 94 
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Bolton  and  Preston  streets No.    95 

Brune  and  George 96 

Bank  lane  and  Calvert  street 97 

Belair  avenue  extended 98 

Barre  street,  No.  2  Engine  House 99 

Burgundy  alley  and  Little  Green  street 100 

Bank  lane,  between  Calvert  and  St.  Paul  streets 101 

Balderston  street,  near  Charles 102 

Charles  and  Cross , 103 

Charles  and  Hamburg 104 

Charles  and  Henrietta 105 

Charles  and  Montgomery 106 

Charles  and  Hill 107 

Charles  and  Barre 108 

Charles  and  Camden 109 

Charles  and  German 110 

Charles  and  French  alley Ill 

Charles  and  Bank  lane 112 

Charles  and  Lexington  streets 113 

Charles  and  Cathedral  alley .• 114 

Charles  and  Hamilton  streets 115 

Charles  and  Pratt 116 

Charles  and  Eager 117 

Charles  and  Greenway  alley 118 

Charles  and  Bull  Dog  alley 119 

Charles  and  Madison  streets 120 

Canal  and  Chase 121 

Canal  and  Biddle 122 

Canal  and  John 123 

Canal  and  Eager 124 

Canal  and  Madison 125 

Canal  and  Union  alley 126 

Canal  and  Chew  streets 127 

Canal  and  Bergen  alley  128 


FIRE  COMMISSIONERS  AND  CHIEF  ENGINEER.  77 

Canal  and  Lombard  streets No.  129 

Canal  and  Bank 130 

Canal  and  Gough 131 

Canal  and  Pratt 132 

Canal  and  Granby 133 

Chase  and  Morton  alley 134 

Cathedral,  between  Monument  and  Madison  streets 135 

Cathedral  street  and  Cathedral  alley 136 

Cathedral  street  and  Napoleon  alley 137 

Cathedral  street  and  H  alley 138 

Cathedral  street  and  F  alley 139 

Cathedral  street  and  Hamilton  alley 140 

Cathedral  street  and  Tyson  alley 141 

Cathedral  street  and  Bull  Dog  alley 142 

Cross  street  market 143 

Cross  and  William  street 144 

Cross  and  Light 145 

Cross  and  Sharp 146 

Cross  and  Hanover 147 

Cross  and  Warner 148 

Cross  and  Leadenhall 149 

Cross  and  Johnson 150 

Canton  avenue  and  Cambridge  street 151 

Canton  avenue  and  Broadway 152 

Canton  avenue  and  Eden  street 153 

Canton  avenue  and  President  street 154 

Calvert  and  Lexington  street..    155 

Calvert  and  Lombard 156 

Calvert  and  Fayette 157 

Calvert  and  Saratoga 158 

Calvert  street  and  Battle  Monument,  (2) 159 

Calvert,  near  Mercer  street 160 

Concord  and  Hawk 161 

Concord  and  Pratt 162 
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Caroline,  near  Chase , No.  163 

Caroline  and  Bank 164 

Caroline  street  and  Union  alley 165 

Caroline  and  Jefferson  streets 166 

Caroline  and  McElderry 167 

Caroline  and  Gongh 168 

Centre  street  and  Lerew's  alley 169 

Calhoun  and  Booth  streets 170 

Columbia  and  Emory 171 

Chatsworth  and  Sarah  Ann 172 

Columbia  and  Little  Green 173 

Columbia  and  Poppleton 174 

Columbia  and  Scott 175 

Chester  and  Hampstead  ,  176 

Chester  street  and  Cockey  alley 177 

Camden  and  Howard  streets 178 

Camden  and  Sharp , 179 

Camden  and  Hanover  . 180 

Camden  and  Paca 181 

Commerce  street  and  Exchange  Place ■ * 182 

Conway  and  Sharp  streets 183 

Canton  avenue  and  Bond  street 184 

Calverton  road,  near  Frederick  road ...  185 

Chase,  between  Caroline  and  Eden  streets 186 

Cheapside,  near  Water  street 187 

Chesapeake  and  Hudson  streets 188 

Chesapeake  and  O'Donnell 189 

Courtland  and  Mulberry 190 

Cable  and  Patterson 191 

Centre  Fish  Market 192 

Chatsworth,  between  Townsend  and  Moshcr 183 

Davis  and  Pleasant 194 

Davis  and  Centre 195 

Davis  and  Monument * 196 
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Davis  and  Foundry , No.  197 

Dark  lane 198 

Dark  lane  and  St.  Paul  street 199 

Dallas  and  Gough 200 

Dolphin  street  and  Mason's  alley 201 

Dolphin  street  and  Jourdon  alley 202 

Dolphin  and  Division  streets 203 

Dolphin  street  and  Jenkins7  alley 204 

Dolphin  street  and  Morris  alley 205 

Douglas  and  Chestnut  streets 206 

Douglas  and  Forrest ,  207 

Division  and  Mosher **..« 208 

Division  and  Townsend . 209 

Division  and  Lanvale 210 

Decker  and  Brown 211 

Drawbridge,  near  Block 212 

Exeter  and  Fawn  streets 213 

Exeter  and  Granby 214 

Exeter  and  Pratt ,. 215 

Exeter  and  Watson 216 

Exeter  and  Lombard 217 

Exeter  and  Hillen 218 

Exeter  street  and  Necessity  alley, 219 

Exeter  and  Low  streets 220 

Exeter  and  Front 221 

Exeter  and  Gay . 222 

Exeter  street  and  Eastern  avenue 223 

Exeter  street,  at  the  bend 224 

Ensor  and  Madison , 225 

Ensor  and  Chew.... 226 

Eutaw  street  and  Wilson  alley 227 

Eutaw  and  Barre  streets 228 

Eutaw  and  Camden 229 

Eutaw  and  McMechen 230 
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Eutaw  and  Pratt No.  231 

Eutaw  and  Lombard 232 

Eutaw  and  Fayette 233 

Eutaw  and  Lexington 234 

Eutaw  and  Saratoga 235 

Eutaw  and  Mulberry 236 

Eutaw  and  Franklin 237 

Eutaw  and  West 238 

Eutaw  and  St.  Mary 239 

Eutaw  and  Ross 240 

Eutaw  street  and  Welcome  alley 241 

East  and  Hillen  streets 242 

Eden  and  Gough 243 

Eden  and  Bank 244 

Eden  and  Lancaster 245 

Eden  and  Madison 246 

Eden  street  and  Morocco  alley 247 

Eden  and  Hampstead  streets 248 

Eden  and  Jefferson 249 

Eden  street  and  Maccubbin  alley 250 

Eden  and  Philpot  streets 251 

Eden  street  and  Smith  alley 252 

Eden  and  Mullikin  streets 253 

Eastern  avenue  and  President  street 254 

Eastern  avenue  and  Bond  street 255 

Eastern  avenue  and  West  Falls  avenue 256 

Eastern  avenue  and  Wolf  street 257 

Eastern  avenue  and  Joppa  road 258 

Eager  and  Canal  streets 259 

Eager  and  Constitution 260 

Eager  and  Ensor 261 

Eager  street  and  Read  alley 262 

Eager  street  and  Grcenmount  avenue 263 

Eager  and  Valley  streets 264 
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Eager  and  Xorth No.  265 

Eager  and  Calvert 266 

Elbow  lane  and  Little  Green  street 267 

Emory  street  and  Peach  alley 268 

Fayette  and  Front  streets 269 

Fayette  and  High 270 

Fayette  and  Exeter 271 

Fayette  and  Calvert 272 

Fayette  and  St.  Paul 273 

Fayette  and  Gilmor ;     274 

Fayette  and  Everton 275 

Fayette  and  Harrison 276 

Fayette  and  Green 277 

Fayette  and  Mount 278 

Fayette  and  Carey 279 

Fayette  and  McClelland 280 

Fayette  and  Calhoun 281 

Fayette  and  Holliday 282 

Fayette  street  and  Norris  alley 283 

Fayette  and  Washington  streets 284 

Fayette  and  Wolf. 285 

Fayette  and  Gay 286 

Fayette  street  and  Stockton  alley 287 

Fayette  street  and  Mason  alley 288 

Franklin  and  Oregon  streets 289 

Franklin  and  Charles 290 

Franklin  street  and  Mitchell  alley 291 

Franklin  and  Green  streets 292 

Franklin  and  Gilmor 293 

Franklin  and  Howard 294 

Franklin  and  Brune 295 

Fran klin  and  Pearl 296 

Franklin  and  Park 297 

Franklin  and  Paca 298 
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Franklin  and  Fulton No.  299 

Fremont  street  and  Burgundy  alley 300 

Fremont  and  Columbia  streets 301 

Fremont  street  and  Homespun  alley 302 

Fremont  and  McHenry  streets 303 

Fremont,  between  Lexington  and  Saratoga 304 

Fremont  and  Pratt 305 

Fremont  and  Presstman 306 

Fremont  and  Lombard 307 

Fremont  and  Raborg 308 

Fremont  and  Vine 309 

Fremont  and  Lexington 310 

Fremont  and  Franklin 311 

Fremont  and  Mulberry 312 

Fremont  and  Saratoga 313 

Fremont  street  and  Mason  alley 314 

Fell  and  Wolf  streets 315 

Fort  avenue  and  Light  street 316 

Fort  avenue  and  Laurence  street 317 

Fulton  and  Pratt ' 318 

Fulton  and  Lexington..... 319 

Franklin  and  Pratt 320 

Frederick  avenue  and  Wilkins  street 321 

Frederick  and  Gay 322 

Frederick  road,  at  "Seegers's" 323 

Forrest  and  Orleans  streets 324 

Front  street,  near  bend 325 

Front  and  Hillen  streets 326 

Front  and  Foundry 327 

Front  and  High 328 

Front  and  Forrest 329 

Front  and  Exeter 330 

Frederick  and  Fayette 331 

Frederick  street  and  iEtna  lane 332 
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Gay  and  Front  streets No.  333 

Gay  and  Ensor 334 

Gay  and  Exeter 335 

Gay  and  High 336 

Gay  and  Belair  Market 337 

Gay  and  Frederick  streets 338 

Gay  and  Lombard 339 

Gay  and  Second 340 

Gay  and  Fayette 341 

Gay  and  Universalists  Cemetery 342 

Gay  street  extended 343 

Gough  and  Stiles  streets 344 

Gough  and  Granby 345 

Granby  and  High 346 

Granby  and  Albemarle 347 

Granby  and  East  Falls  avenue 348 

Grundy  and  Biddle  streets 349 

Grundy  and  HofFman 350 

Green  and  Burgundy  alley 351 

Green  and  Columbia  streets 352 

Green  and  Pratt 353 

Green  and  Lombard 354 

Green  and  Baltimore 355 

Green  and  Fayette 356 

Green  and  Lexington 357 

Green  and  Saratoga 358 

Green  and  Franklin 359 

Green  and  Lee 360 

Green  and  Walsh 361 

German  and  Howard 362 

German,  near  Green 363 

German  and  Sharp 364 

German  and  Pine 365 

German  and  Hanover 366 
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George  and  Biddle No.  367 

George  and  Brune 368 

George  street,  near  Pennsylvania  avenue 369 

Greenwillow  street  and  Pennsylvania  avenue 370 

Gittings  and  Light  streets 371 

Gilmor  street  and  Wood  alley 372 

Gilmor  and  Saratoga  streets 373 

Grant  and  Water 374 

Garden  and  Madison 375 

Garden  street  and  Rose  alley 376 

Garden  and  Richmond  streets 377 

Gist  and  Lombard 378 

Greenmount  avenue,  near  John  street 379 

George  street,  near  Williamson  alley 380 

Hanover  and  Montgomery  streets 381 

Hanover  and  Hill 382 

Hanover  and  Lee 383 

Hanover  and  Barre 384 

Hanover  and  Conway 385 

Hanover  Market 386 

Hanover  and  Pratt  streets 387 

Hanover  street  and  Uhler's  alley 388 

Hanover  street,  between  Baltimore  and  German 389 

Hanover  and  Lombard 390 

Howard  and  Lombard 391 

Howard  street  and  Cowpen  alley 392 

Howard  and  Marion  streets 393 

Howard  and  Clay 394 

Howard  and  Saratoga , 395 

Howard  and  Cathedral...' 396 

Howard  and  Pratt 397 

Howard  and  Montgomery . . .  398 

Howard  and  Ross 399 

Howard,  between  Richmond  and  Madison.. 400 
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Holliday  and  Saratoga No.  401 

Holliday  and  Centre 402 

Holliday  and  Fayette 403 

Holliday  and  Pleasant 404 

Hoffman  street  and  Morris  alley 405 

Hoffman,  near  McCulloh 406 

Hoffman  and  Tribe  alley.. 407 

Hoffman  and  Mason  alley 408 

Hoffman  and  Foster  alley 409 

Hoffman  and  Jonrdan  alley 410 

Hughes  and  Johnson  streets 411 

Hamburg  and  William 412 

Hamburg  and  Johnson 413 

Holland  and  Crow  lane 414 

High  and  Necessity  alley 415 

High,  at  the  Bend 416 

High  and  Low  streets 417 

High  and  Hillen 418 

High  and  Stiles 419 

Harford  avenue  and  Point  lane 420 

Harrison  street,  near  JEtna  lane 421 

Harrison  and  Fayette  streets 422 

Hillen  and  Exeter 423 

Hillen  and  Belair  Market 424 

Hollins  Street  Market 425 

Hill  and  Sharp  streets 426 

Hudson  and  Lawrence ,.  427 

Hudson  and  Chesapeake 428 

Johnson  and  York 429 

Jail  yard 430 

Jackson  and  McClellau  streets 431 

Jackson  and  Elliott 432 

Lloyd  and  Salisbury  alley 433 

Lombard  street,  near  No.  3  Engine  House 434 
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Lombard  and  Exeter No.  435 

Lombard  and  Centre  Market 436 

Lombard  and  Holliday  streets 437 

Light  and  Montgomery  438 

Light  and  York 439 

Light  and  Pratt 440 

Light  and  Lombard , 441 

Light  and  Mercer 442 

Light  and  West 443 

Liberty  and  Fayette 444 

Lexington  and  Park 445 

Lex i n gton  and  Pearl 446 

Lexington  Market 447 

Lexington  and  Rock  streets 448 

Lexington  and  Schroeder. 449 

Lexington,  between  Pine  and  Pearl 450 

Lexington  and  Sharp 451 

Lee,  near  Eutaw 452 

Lanvale  street  and  Foster  alley 453 

Lanvale  street  and  Jenkins'  alley . ... 454 

Lanvale  street  and  Stoddard  alley 455 

Lanvale  street  and  Sheet  alley 456 

Lexington  street  and  Stockton  alley, 457 

Lombard  and  Light  streets 458 

Lombard  and  Bridge 459 

Lombard  and  Carey 460 

Lombard  and  Mercer 461 

Lanvale  street  and  Mason  alley 462 

Lanvale  and  Fremont  streets 463 

Monument  and  Biiren 464 

Monument  street  and  Hargrove  alley 465 

Monument  street  and  Lerew's  alley 466 

Monument  and  Garden  streets 467 

Monument  and  Sterling 468 
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Monument  and  "Wolf. Xo.  469 

Monument  and  Chester 470 

Madison  and  Buren 471 

Madison  and  St.  Paul 472 

Madison,  between  St.  Paul  and  Charles 473 

Madison  street  and  Lerew's  alley 474 

Madison  street  and  Greenmount  avenue 475 

Madison  street  and  Lovegrove  alley 476 

Madison  street  and  Madison  alley 477 

Mill  and  Bo wly  streets, 478 

Montgomery  and  Sharp 479 

Montgomery  and  William 480 

Mulberry  and  Laurence  alley 481 

Mulberry  and  Diamond  streets 482 

Mulberry  and  State 483 

Mount  and  Lexington 484 

McMechen  street  and  Foster  alley 485 

Mosher  street  and  Foster  alley 486 

Mosher  and  Jenkin's  alley. 487 

Mosher  and  Morris  alley 488 

Marsh  Market  and  Pratt  street 489 

Montgomery  and  Fremont 490 

Xorth  and  Saratoga 491 

Xorth  and  Lexington , 492 

Xorth  and  Foundry 493 

Nicholson  and  Railroad 494 

Xew  and  Jasper  streets 495 

Orleans  and  Chester 496 

Orleans  and  Forrest 497 

Orleans  and  Bond 498 

Orchard  and  Tessier 499 

Orchard  and  Ross 500 

O'DonnelFs  wharf. 501 

O'Donnell's  wharf  and  Inspector's  street 502 
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Ogston  and  Pierce ..No.  503 

Oregon  and  Adams 504 

Pratt  and  Paca .*.  505 

Pratt  and  Wolf. 506 

Pratt  and  Choptank 507 

Pratt  and  Eden ,..  508 

Pratt  and  Concord 509 

Pratt  and  Commerce , 510 

Pratt  and  Scott 511 

Pratt  and  Frederick  road 512 

Pennsylvania  avenue  and  St.  Mary  street 513 

Pennsylvania  avenue  and  Carpenters'  alley 514 

Pennsylvania  avenue  and  Mosher  street 515 

Pennsylvania  avenue  and  Wilson  street.. 516 

Pennsylvania  avenue  and  Laurence  street 517 

Pennsylvania  avenue  and  Roberts'  street 518 

Pennsylvania  avenue  and  Preston  street , 519 

Pennsylvania  avenue  and  Bloom  street 520 

Pennsylvania  avenue  and  Townsend  street 521 

Pennsylvania  avenue  and  Lanvale  street.**.., 522 

Pennsylvania  avenue  and  Hoffman  street 523 

Pleasant  street  and  Mitchell  alley 524 

Paca  and  Elbow  lane.- 525 

Paca  and  Cider  alley 526 

Paca  and  Ross 527. 

Paca  and  Saratoga 528 

Paca  and  Lexington 529 

Paca  and  Carpenter  alley 530 

President  and  Alice  Ann  streets 531 

Paca  street,  No.  1  Engine  House 532 

Park  and  Mulberry 533 

Park  and  Clay 534 

Portland  and  Emory 535 

Pierce  and  Schroeder 536 
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Pine  street  and  Chesnut  alley No.  537 

Pine  street  and  Pin  alley » 538 

Pine  and  Pearce  streets  539 

Pine  and  Kaborg 540 

Poppleton  street  and  Balto.  &  Ohio  R.  R 541 

Poppleton  and  Booth  streets 542 

Poppleton  and  Raborg 543 

Poppleton  and  Carpenter  alley , 544 

Pearl  and  Sarah  Ann  streets 545 

Plover  alley  and  Richmond  street 546 

Point  Market 547 

Penitentiary 548 

Preston  street  and  Mason  alley 549 

Preston  street  and  Morris  alley 550 

Point  lane,  near  Aisquith  street 551 

President  street  and  P.,W.  &  B.  Depot 552 

Penn  and  King  streets 553 

Patapsco  and  Ellicott 554 

Philpot  and  Thames 555 

Richmond  street  and  Lerew's  alley 556 

Richmond  Market 557 

Ross  street  and  Long  lane 558 

Ross  and  Preston  streets 559 

Read  street  and  Hargrove  alley 560 

Read  street  and  Morton  alley 561 

Raborg  and  Oregon  streets 562 

Raborg  and  Republican 563 

Stiles  and  High 564 

Stiles,  near  President , 565 

Swann  street  and  Centre  Market 566 

Second  street  and  Centre  Market 567 

Second  street  and  Post  Office  avenue 568 

Second  and  South  streets 569 

St.  Paul  street  and  Spring  alley 570 
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St.  Agnes  Hospital No.  571 

St.  Paul,  between  Centre  and  Hamilton  streets 572 

Saratoga  street  and  Mitchell  alley 573 

Saratoga  and  Liberty  streets 574 

Saratoga  and  Park 575 

Saratoga  and  Republican 576 

Saratoga  and  Schroeder 577 

Saratoga  and  Poppleton 578 

Saratoga  and  Carey 579 

Saratoga  and  Strieker 580 

Sharp  and  Lee 581 

Sharp  and  Pratt 582 

Sharp  and  Lombard 583 

Sharp  and  Henrietta 584 

State  and  Mulberry 585 

Schroeder  and  Boyd 586 

Schroeder  and  Raborg 587 

Sarah  Ann,  between  Fremont  and  Chatsworth 588 

South  street  wharf. , 589 

South  and  Lombard  streets 590 

Strieker  and  Lexington 591 

Spring  and  Lombard 592 

Strieker  and  Ramsay 593 

Strieker  and  McHenry 594 

Scott,  near  Pratt 595 

Scott  and  McHenry 596 

Vine,  near  Pine 597 

Warner  and  William 598 

Warner  street  and  Homespun  alley 599 

Warner  and  Wayne  streets 600 

Walsh  and  Hoffman 601 

Walsh  and  Smith 602 

Walsh  and  Greenwillow 603 

Washington  and  Pratt 604 
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Townsend  street  and  Jenkin's  alley No.  605 

Townsend  street  and  Jourdan  alley 606 

Townsend  street  and  Mason  alley 607 

Townsend  street  and  Stoddard  alley 608 

Townsend  street  and  Sheet  alley 609 

Townsend  street  and  Morris  alley 610 

Thames  and  Wolf  streets 611 

Pratt  and  Gist  streets 612 

Chester  and  Gough 613 

Gousdi  and  Washington 614 

Lexington  and  Washington 615 

Baltimore  and  Monroe 616 

Potomac  and  Hudson 617 

Curleyand  O'Donnell 618 

East  and  O'Donnell 619 

Lombard  and  Wolf 620 

Chester  and  Lombard 621 

Washington  and  Hampstead 622 

Charles  and  Fayette 623 

Madison  avenue,  at  C.  P.  R.  R.  stables 624 

Valley  and  John  streets 625 

Etting  and  McMechen 626 

Wilson,  near  Madison 627 

Watkins  and  Townsend 628 

Republican  and  Lanvale 629 

Light  and  Barney 630 

Harford  avenue  and  Madison  street 631 

Townsend  and  Gilmor 632 

Light  and  Heath 633 

Castle,  between  Fayette  and  Orleans 634 

Decker  and  Hoffman 635 

Decker  and  Republican 636 

Gilmor  and  Cook 637 

Broadway  and  Chew 638 
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Paca  and  Conway No.  639 

Canton  avenue  and  Wolf  street. 640 

Choptank  street  and  Eastern  avenue 641 

Cross  and  Russell  streets 642 

Cook  and  Fremont 643 

Cross  and  Bidgely 644 

Canton  avenue  and  Gist  street 645 

Canton  avenue  and  Cedar  street 646 

Eutaw  and  Cross 647 

Eager  and  Ensor 648 

Greenmount  avenue,  at  Cemetery  gate 649 

Gilmor  and  Tenant 650 

Hamburg  and  "Warner 651 

John  and  Eden 652 

Jasper  and  Ross 653 

King  and  Strieker „ 654 

King  and  Calhoun 655 

Lombard  street  and  Addison  alley 656 

Luzerne  and  Aliceanna  streets 657 

Mount  and  McHenry 658 

Oregon  and  Hollins 659 

Oregon  and  Thompson 660 

Pimlico  alley  and  Henrietta  street 661 

Parrish  alley  and  Ramsay  street 662 

Paca  and  Hamburg 663 

Ramsay  and  Calhoun 664 

Saratoga  street,  near  Fremont 665 

St.  Peter  and  Scott Q6G 

Scott  and  Hamburg 667 

Stockton  alley  and  Adams  street G6S 

Thompson  and  Carey 669 

Strieker  and  Cook 670 

Union  Square  and  Hollins  street 671 

Bank  street  and  Canton  avenue 672 
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Bank  and  Washington  streets No.  673 

Gay  and  Oliver 674 

Leadenhall  and  West 675 

Henrietta  street  and  Butler  avenue 676 

Leadenhall  and  Hamburg  streets 677 

Ann  and  Jefferson 678 

Ann  and  Madison 679 

Broadway  and  Eager 680 

Biddle  and  Register 681 

Biddle  and  Decker 682 

Biddle  and  Wolf 683 

Biddle  and  Chester 684 

Cooke  and  Woodyear 685 

Calhoun  and  Adams 686 

Caroline  and  Alice  Anna 687 

Exeter  street  and  Canton  avenue 688 

Fort  avenue  and  William  street 689 

Fulton,  near  Ramsey  street 690 

Gilmor  and  Pratt  streets 691 

Howard  and  Hamburg 692 

Hampstead  and  Wolf 693 

Hanover  and  West 694 

Hughes,  near  Jackson  street 695 

Light  and  Randall , 696 

McHenry  street  and  Madison  alley 697 

McHenry  and  Parkin  streets 698 

No.  8  Engine  House,  Mulberry,  near  Schroeder  street 699 

Pratt  and  Carey 700 

Penn  and  Portland 701 

Pratt  and  South 702 

Ramsay  and  Sterrett 703 

Ramsay  and  Poppleton 704 

Register,  near  Eager 705 

Warner  and  Montgomery 706 
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Warner  street  and  Elbow  lane No.  707 

West  Falls  avenue  and  Block  street 708 

No.  9  Engine  House,  Madison  street 709 

Orleans  and  Washington 710 

McMechen  street  and  Mason  alley 711 

Hamburg  and  Cross  streets 712 

Spring  and  Fayette 713 

Central  avenue  and  May  street 714 

McElderry  and  Short 715 

Monument  street  and  Central  avenue 716 

Frederick,  between  Lombard  and  Pratt  streets 717 

George  and  Ogsten 718 

Exeter  and  Stiles 719 

Baltimore  and  Lloyd 720 

Calhoun  and  Townsend 721 

East  and  Fayette 722 

Second  and  Frederick 723 

Washington  street  and  Eastern  avenue 724 

Monroe  street  and  Wilkins  avenue 725 

Winder  and  Light  streets : 726 

Forrest  and  Chase 727 

Gilmor  street,  between  Thompson  and  Adams 728 

Fayette  street  and  Madeira  alley 729 

Ridgley  and  West  streets , 730 

Monument  street  and  Bradford  alley 731 

Jefferson  street  and  Duncan  alley 732 

"Cathedral  and  Oliver  streets 733 

Northern  Avenue  and  Oliver  street 734 

Madison  and  Forrest  streets... 735 

Forrest  and  Truxent 736 

Mosher,  between  Calhoun  and  Strieker 737 

McIIenry  and  Bentalon 738 

Eutawand  Biddle 739 

Preston  street  and  Jourdan  allev 740 
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Madison  street  and  Plover  alley No.  741 

Gilmor  and  Franklin  streets 742 

Mulberry  and  Howard 743 

Mulberry  street  and  Lerew's  alley 744 

Wolf  and  Chase  streets 745 

Scott  and  Stockholm 746 

Sharp  and  West 747 

Chew  and  Shuter 748 

Ann  and  Eager , ...  749 

Chase  and  McDonough 750 

Pennsylvania  avenue  and  Baker  street 751 

Prestman  and  Whatcoat  streets 752 

Prestman  and  Woodyear 753 

Pennsylvania  avenue  and  Cumberland  street 754 

Pennsylvania  and  Park  avenues 755 

Charles  and  Lan vale  streets 756 

Mulberry  and  Paca 757 

Mulberry,  between 'Charles  and  Cathedral '      758 

Pennsylvania  avenue  and  Orchard  street 759 

Hanover  and  Barre 760 

Fayette  and  Gilmor 761 
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RULES  AND  REGULATIONS 

FOR    THE   GOVERNMENT   OF   THE 


Article  I. — Duties  of  the  Chief  Engineer, 

The  Chief  Engineer  shall  be  present  at  all  fires  or  alarms,  fully 
equipped,  and  shall  have  the  sole  direction  of  the  operations  of  the 
department ;  he  shall  be  liable  to  a  fine  of  Three  Dollars  for  non- 
attendance.  It  shall  be  his  duty  to  visit  the  several  houses  at  least 
once  each  week,  and  see  that  the  Houses,  Apparatus,  Horses,  &c, 
are  in  proper  condition,  and  the  men  at  their  posts,  and  should  he 
find  anything  out  of  order,  or  any  member  derelict  in  his  duty,  he 
shall  have  authority  to  suspend  him,  but  must  at  once  report  the 
matter  to  the  President  of  the  Board  for  his  action.  All  reports 
made  to  him  by  the  Officers,  or  any  other  matters  that  may  come 
to  his  knowledge,  shall  be  reported  in  writing  to  the  Board,  or  in 
its  recess  to  the  President,  as  soon  as  possible. 

He  shall  exercise  all  power  and  authority  which  is  conferred 
upon  him  by  virtue  of  "An  ordinance  entitled  an  ordinance  to 
provide  for  the  reorganization  of  the  Fire  Department  of  the  City 
of  Baltimore,  approved  February  21,  1868." 

Article  II. — Duties  of  the  Assistant  Engineers. 

It  shall  be  the  duty  of  the  Assistant  Engineers  to  attend  all 
fires  or  alarms,  fully  equipped,  in  their  respective  districts,  or  be 
subject  to  a  fine  of  Three  Dollars.  They  shall  visit  each  house  at 
least  once  each  day,  and  see  that  the  Houses,  Apparatus,  Horses, 
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etc.,  are  in  good  order,  and  the  members  at  their  posts,  and  shall 
make  daily  written  reports  of  the  same  to  the  Chief.  They  shall 
examine  all  requisitions  presented  by  the  Foreman,  and  if  ap- 
proved, shall  endorse  and  transmit  the  same  to  the  Chief  for  his 
approval ;  they  shall  have  authority  to  suspend  any  member  for 
misdemeanor,  but  must  report  the  matter  to  the  Chief  as  soon  as 
possible. 

In  the  absence  of  the  Chief,  the  Assistant  in  whose  district  the 
fire  or  alarm  of  fire  occurs,  shall  have  authority  to  exercise  all  the 
power  granted  to  the  former.  In  the  absence  of  the  Chief  and 
Assistant  of  the  district,  the  Assistant  of  the  other  district,  if 
present,  shall  have  command  of  the  department. 

Article  III. — Duties  of  the  Foremen. 

It  shall  be  the  duty  of  the  Foremen  to  be  present  at  all  fires  or 
alarms  in  their  district,  fully  equipped.  They  shall  visit  their 
several  houses  at  least  once  each  day,  between  the  hours  of  6  A. 
M.  and  6  P.  M.,  and  see  that  the  Houses,  Apparatus,  Horses,  and 
all  things  belonging  thereto  are  kept  neat  and  clean,  and  in  order 
at  all  times  for  immediate  use.  In  the  absence  of  the  Foreman, 
the  Engineman  or  Tillerman,  as  the  case  may  be,  shall  have  charge 
and  exercise  his  authority.  They  shall  preserve  good  order  and 
discipline  in  their  respective  companies  at  all  times.  There  shall  ' 
be  a  book  provided  for  them,  in  which  they  shall  enter  the  time  of 
admission,  age,  residence,  occupation,  suspension  and  discharge  of 
each  member,  and  all  absence  and  tardiness  of  the  same,  and  an 
account  of  all  property  entrusted  to  their  care.  They  shall  make 
monthly  statements  in  writing  of  the  condition  of  the  Houses, 
Apparatus,  Horses,  etc.,  with  an  estimated  list  of  all  supplies  re- 
quired for  the  ensuing  month.  They  shall  report  in  writing  to 
the  Assistant  Engineer  any  dereliction  of  duty  or  violation  of  the 
rules  by  the  members.  They  shall  have  the  authority  to  suspend 
any  member  for  intoxication  but  for  no  other  cause,  and  must  re- 
port the  same  to  the  Assistant  Engineer  at  once. 
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In  the  absence  of  the  Chief  Engineer  and  both  Assistant  En- 
gineers, the  Foreman  first  arriving  on  the  fire-ground,  shall  have 
command  and  be  obeyed  accordingly.  If  a  first  alarm  of  fire  be 
given  from  a  station  which  his  company  does  not  attend  upon  that 
alarm,  he  shall  proceed  to  his  Engine  or  Truckhouse,  remain  thereat 
thirty  minutes,  unless  recalled  or  called  into  service,  call  the  roll, 
note  the  absentees,  and  dismiss  his  firemen.  The  Foreman  shall 
recommend  for  appointment  Eight  substitutes  for  their  respective 
companies,  as  provided  in  Article  9  of  these  regulations. 

Article  IV. — Duties  of  the  Enginemen. 

It  shall  be  the  duty  of  the  Enginemen  to  accompany  their  En- 
gines at  all  times  to  fires  and  alarms,  remain  with  and  operate  the 
same.  They  shall  give  their  entire  time  and  attention  to  the  De- 
partment, and  do  such  repairs  as  may  be  allotted  to  them.  They 
shall  be  on  duty  at  their  respective  houses  at  all  times,  with  the 
exception  of  meal  times,  unless  relieved  by  Substitute,  who  must 
be  a  person  competent  to  perform  the  duty  required  of  his  princi- 
pal, and  who  must  be  reported  to  and  be  approved  by  the  Fore- 
man, Assistant  and  Chief  Engineers,  prior  to  leave  of  absence 
being  given ;  for  absence  from  their  Engines  during  an  alarm  of 
fire,  without  order  or  permission,  the  fine  shall  be  five  dollars  if 
the  Engine  is  not  in  service,  and  if  in  service  he  shall  be  dismissed 
from  the  department.  All  apparatus  used  for  the  extinguishment 
of  fires  upon  the  premises  of  an  Engine  Company  will  be  con- 
sidered as  in  his  charge,  under  the  supervision  of  his  Foreman, 
and  he  shall  be  responsible  to  him  for  the  safe  keeping  and  effective 
condition  of  the  same. 

Article  V. — Duties  of  the  Assistant  Enginemen. 

The  Assistant  Enginemen  shall  be  on  duty  at  all  hours,  except 
those  allotted  to  meals,  and  shall  discharge  all  the  duties  apper- 
taining to  their  positions  during  the  time  the  appartatus  is  in  ser- 
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vice,  they  shall  keep  the  Houses,  Hose  and  Carriages  in  proper 
and  cleanly  condition,  and  their  entire  time  and  services  shall  be 
rendered  to  the  department.  They  shall  drive  the  Hose  Carriages 
going  to  and  returning  from  a  fire,  and  shall  perform  all  duty 
connected  with  the  firing  of  their  Engines  and  assisting  the  En- 
gineman,  that  may  be  required. 

Leave  of  absence  may  be  granted  on  the  same  conditions  as  are 
prescribed  in  Article  4,  of  these  regulations. 

Article  VI. — Duties  of  the  Hostlers. 

The  Hostlers  shall  have  charge  of  and  accompany  the  Horses 
to  all  fires  and  alarms,  and  shall  keep  their  Horses,  Harness, 
Stables,  etc.,  in  good  condition  and  always  ready  for  service,  and 
shall  be  on  duty  all  hours,  except  meal  times,  and  shall  give  their 
entire  time  and  services  to  the  department.  Leave  of  absence 
may  be  granted  on   similar  conditions  as  provided  in  Article  4. 

Article  VII. — Duties  of  the  Tillermen. 

The  Tillermen,  in  addition  to  their  duties  as  Laddermen  of  the 
Truck  Companies,  shall  have  charge  of  and  keep  in  good  order 
and  condition  their  Houses,  Trucks,  Ladders,  etc.,  and  shall  have 
them  at  all  times  ready  for  service.  They  shall  be  on  duty  at  all 
hours,  except  meal  times,  and  shall  give  their  entire  time  and 
services  to  the  department.  Leave  of  absence  may  be  granted  on 
similar  conditions  as  provided  in  Article  4. 

Article  VIII. — Duties  of  the  Firemen  and  Laddermen. 

It  shall  be  the  duty  of  each  Fireman  and  Ladderman  upon  a 
first  alarm  of  fire,  provided  his  company  responds  thereto,  to 
repair  with  all  possible  speed  to  the  locality  of  the  fire,  report 
himself  to  his  Foreman,  and  perform  such  duties  as  may  be  re- 
quired of  him.  If  his  company  does  not  respond  thereto,  he  will 
proceed  to  his  Engine  or  Truckhouse,  report  to  his  Foreman,  and 
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remain  for  thirty  minutes  unless  sooner  called  into  service.  In 
case  of  sickness,  or  absence  from  the  city,  the  Foreman  shall  ap- 
point in  his  place  a  Substitute. 

The  Foreman  shall  number  his  Firemen  or  Laddermen,  and 
shall  select  one-half  alternately,  who  shall  remain  in  the  house 
each  and  every  night;  any  Fireman  absenting  himself  on  his 
night,  without  having  a  Substitute  in  his  place,  shall  be  fined 
$1.00.  Each  and  every  Fireman  must  at  all  times  be  equipped 
on  the  fire-ground,  or  be  marked  "  absent/'  Absence  from  a  fire 
or  alarm  during  the  month  will  subject  the  party  to  a  fine  of 
?1.00  for  the  first  time,  $2.00  for  the  second,  $5.00  for  the  third, 
and  the  fourth  dismissal. 

Article  IX. — Substitutes. 

The  Foremen  are  authorized  to  name  to  the  Board  eight  suitable 
persons  to  act  as  Substitutes,  who,  when  on  duty,  shall  receive  the 
same  pay  as  Firemen,  to  be  deducted  from  the  monthly  wages  of 
the  party  for  whom  they  are  acting. 

The  Board  will  furnish  suitable  badges  for  the  Substitutes, 
which  must  be  worn  at  all  fires  or  alarm.  The  Foreman  shall 
number  each  Substitute  from  one  to  eight,  and  in  case  of  the  ab- 
sence of  any  Fireman,  he  shall  appoint  them  alternately.  They 
shall  have  permission  to  wear  the  equipments  of  the  company  to 
which  they  arc  attached,  and  shall  be  subject  to  all  the  regulations 
provided  for  the  government  of  the  same.  No  Substitute  can  be 
assigned  to  duty  in  place  of  his  principal,  during  the  time  of  a  fire 
or  alarm  of  fire. 

Article  X. — House  Regulations. 

1.  No  spirituous,  vinous  or  malt  liquors  shall  be  permitted  upon 
the  premises  of  any  Engine  or  Truckhouse  in  this  department. 

2.  All  card  playing,  political  or  religious  discussion,  profane 
swearing  or  wrangling,  is  expressly  prohibited. 

3.  No  smoking  will  be  allowed  in  the  Sleeping  Rooms. 
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4.  Regular  men  or  Substitutes  to  whom  beds  are  assigned,  will 
be  required  to  keep  the  same  neat  and  clean,  and  will  be  expected 
to  retire  at  or  before  eleven  P.  M.,  unless  good  excuse  be  given 
the  Foreman. 

5.  The  Assistant  Enginemen  and  Hostlers  are  required  to  assist 
each  other  generally,  when  it  can  be  clone  without  interfering  with 
their  specific  duties. 

6.  Minors  and  loungers,  not  conected  with  the  department,  will 
not  be  permitted  upon  any  company's  premises. 

7.  From  April  1st  to  October  1st,  the  Horses  must  be  fed  at  or 
before  5|  o'clock,  A.  M. ;  and  the  Hostlers  will  be  required  to 
finish  breakfast  and  return  to  their  duties  on  or  before  7  o'clock, 
A.  M.     One  hour  is  allowed  for  meals. 

8.  Horses  and  Houses  must  be  cleaned,  and  be  ready  for  service 
at  or  before  10  o'clock,  A.  M. 

9.  After  10  o'clock,  A.  M.  the  Housemen  will  appear  in  their 
uniforms,  except  when  the  regular  performance  of  their  several 
duties  renders  it  impracticable. 

10.  The  Sleeping  Rooms  must  not  be  used  for  sleeping  purposes 
after  6  o'clock,  A.  M. 

11.  From  October  1st  to  April  1st,  One  hour  may  be  added  to 
the  foregoing  time  table. 

12.  One  Hour  shall  be  the  allotted  time  for  the  Housemen  to 
procure  their  meals ;  any  question  of  precedence  shall  be  decided 
by  the  Foreman,  but  so  arranged  that  not  more  than  one  House- 
man be  permitted  to  leave  the  House  at  a  time,  there  being  at  all 
hours  not  less  than  two  upon  duty. 

13.  Should  an  alarm  of  fire  occur  to  interfere  with  the  fore- 
going time  table,  as  much  thereof  as  may  be  absolutely  necessary 
will  be  considered  for  the  time  suspended. 

Article  XI. —  General  Regulations. 

1.  All  the  employees  of  this  department  arc  strictly  required  in 
their  intercourse  with  each  other,  social  and  official,  at  fires  or  else- 
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where,  to  observe  a  courteous  demeanor,  and  officers  and  men  in 
addressiug  each  other  will  be  careful  to  employ  the  surnames  of 
those  to  whom  they  are  speaking,  and  in  a  respectful  manner. 
While  on  duty  at  fires  the  greatest  degree  of  silence  compatible 
with  the  efficient  discharge  of  duty,  will  be  required,  and  any 
noisy  conversation  or  boisterous  conduct  will  be  the  cause  for  cen- 
sure of  the  Board. 

2.  No  Houseman  or  Fireman  will  be  permitted  to  attend  alarms 
of  fire  unless  uniformed  or  equipped,  except  in  cases  of  necessity, 
nor  will  they  be  permitted  to  frequent  drinking  houses,  while 
wearing  the  uniforms  or  equipments  of  the  department. 

3.  Any  member  employing  a  Substitute  and  failing  to  pay  him, 
will  be  subject  to  dismissal. 

4.  The  men  are  required  to  move  quickly  and  obey  the  orders 
of  their  officers  promptly,  and  without  criticism. 

5.  Within  one  minute  after  the  striking  of  the  Station  number 
upon  the  gong,  each  Company  will  be  ready  to  start,  and  if  re- 
quired for  service  must  be  out  of  the  house  within  one  and  a  half 
minutes  after  the  first  round  has  been  struck. 

All  requisitions,  reports  and  other  communications  intended  for 
the  Chief  Engineer  or  Board  of  Fire  Commissioners,  must  be 
made  in  writing  by  the  Foreman  of  the  Company,  who  shall 
promptly  transmit  the  same  through  the  Assistant  Engineer  to 
the  Chief. 

.Article  XII. — Equipments. 

The  Fire  Equipments  are  as  follows : 

Chief  Engineer f  a  white  leather  fire  hat,  New  York  pattern  and 
white  frontispiece,  with  "Chief  Engineer"  thereon,  or  at  pleasure, 
a  white  enamelled  leather  fatigue  cap,  navy  pattern  with  white 
frontispiece,  having  "  Chief  Engineer w  thereon,  and  drab  gum 
overcoat. 

Assistant  Engineers,  a  white  leather  fire  hat,  New  York  pattern 
with  white  frontispiece,  having  thereon  the  words  "Assistant  En- 
gineer ; "  and  drab  gum  coats. 
14 
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Foremen,  a  white  leather  fire  hat,  New  York  pattern  with  black 
leather  front,  having  thereon  the  name  of  the  office  and  number  of 
the  Company,  grey  flannel  shirt  and  black  gum  coat. 

Firemen  and  Laddermen,  a  black  leather  fire  hat,  New  York 
pattern  with  black  front,  having  thereon  the  number  of  the  com- 
pany, grey  flannel  shirt  and  black  gum  coat. 

Article  XIII. —  Uniforms. 

The  undress  uniform  of  the  Chief  Engineer  and  Assistant  En- 
gineers shall  consist  of  a  double-breasted  frock  coat  of  blue  cloth, 
and  vest  and  pants  of  the  same  material,  and  blue  navy  cap  with 
the  department  buttons  thereon — the  cap  to  be  provided  with  a 
black  oiled  silk  cover,  which  is  to  be  worn  thereon  only  in  bad 
weather. 

The  uniform  of  the  Housemen  shall  consist  of  a  single-breasted 
sack  coat  of  blue  cloth,  and  vest  and  pants  of  the  same  material, 
with  the  department  buttons,  the  same  to  be  worn  at  all  times 
except  when  cleaning  up. 

Article  XI Y. — On  Parade. 

The  uniform  of  the  Chief  and  Assistants  on  parade  shall  be  the 
fire  caps,  a  grey  frock  coat  with  cape  of  the  same  material  reaching 
to  the  tip  of  the  elbow,  white  metal  buttons  with  the  letters  B.  C. 
F.  D.  thereon,  black  pants,  buckskin  gloves  and  white  belts. 
r-  The  uniform  of  the  Foremen  shall  be  a  white  fire  cap,  grey  frock 
coat  with  cape  of  the  same  material  reaching  to  the  tip  of  the 
elbow,  white  metal  buttons  with  the  letters  B.  C.  F.  D.  theron, 
black  pants,  black  belts  and  buff  gauntlets. 

The  uniform  of  the  Enginemen,  Assistant  Enginemen,  Tiller- 
men  and  Hostlers,  shall  be  the  same  as  the  Foremen,  except  the 
hat,  which  shall  be  black. 

The  parade  uniform  of  the  Firemen  shall  be  black  fire  hat,  grey 
coat,  belt  and  buff  gauntlets. 
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For  the  City  of  Baltimore. 


AN  ORDINANCE 


TO  PROVIDE  FOR  THE 


iEORGANIZATIOKL  OF  THE  |IRE  |EPARTMBNT 

Of  the  City  of  Maltimore* 


Section  1.  Be  it  enacted  and  ordained  by  the  Mayor  and  City 
Council  of  Baltimore,  That  immediately  after  the  passage  of  this 
ordinance,  there  shall  be  appointed,  in  the  same  manner  as  other 
city  officers  are  appointed,  five  citizens  of  Baltimore,  of  good  char- 
acter, to  serve  as  Fire  Commissioners  in  the  place  of  those  at  pres- 
ent constituted  as  such,  and  said  Commissioners,  when  appointed, 
shall  draw  for  their  respective  term  of  office,  say  two  for  the  term 
of  four  years,  and  three  for  the  term  of  two  years;  and  every 
second  year  thereafter,  in  the  month  of  February,  there  shall  be 
appointed  in  the  same  manner  two  or  three  persons,  as  the  case 
may  be,  who  shall  serve  for  the  term  of  four  years. 

Sec.  2.  And  be  it  enacted  and  ordained.  That  in  case  of  the 
death,  resignation,  disqualification,  or  removal  of,  or  the  neglect 
or  refusal  to  perform  the  duties  incumbent  upon  their  offices,  by 
any  or  all  of  said  Commissioners,  the  Mayor  shall  proceed  at  once 
to  fill  such  place  or  places  by  a  new  appointment  in  the  usual 
manner. 

Sec.  3.  And  be  it  enacted  and  ordained,  That  the  said  Fire 
Commissioners  shall  have  the  appointment  of  and  entire  control 
over  all  other  employees  and  property  of  the  Fire  Department,  in 
conformity  with  this  ordinance,  and  are  held  strictly  accountable 
therefor  to  the  Mayor  and  City  Council,  by  whom,  upon  convic- 
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tion  of  dereliction  of  duty,  malfeasance  in  office,  or  violation  of 
any  of  the  provisions  of  this  ordinance,  they  shall  be  removed 
from  office.  They  shall  keep  a  correct  record  of  their  proceedings, 
subject  at  all  times  to  the  inspection  of  the  Mayor  and  City  Coun- 
cil, and  shall  annually,  in  the  month  of  January,  prepare  an  accu-. 
rate  report  of  the  state  of  the  Department,  250  copies  of  which 
shall  be  printed  for  the  use  of  said  Mayor  and  City  Council. 
They  shall  have  authority  to  fit  up  and  appropriate  to  the  use  of 
themselves  and  the  Engineers,  suitable  rooms,  centrally  located, 
the  necessary  expenses  of  which  shall  be  defrayed  out  of  the  funds 
appropriated  for  the  use  of  the  Department,  and  they  shall  have 
authority  to  draw  upon  the  City  Eegister  for  such  sum  or  sums 
of  money  as  they  may  from  time  to  time  require,  not  exceeding 
the  appropriations  which  may  be  made  for  the  use  of  the  Depart- 
ment. 

Sec.  4.  And  be  it  enacted  and  ordained.  That  the  Fire  Com- 
missioners shall,  during  the  occurrence  of  fires  or  alarms  of  fires, 
have  authority  for  themselves,  and  the  power  to  delegate  to  the 
Chief  Engineer,  or  his  Assistants,  the  authority  to  control  all  per- 
sons and  property  in  the  vicinity  of  a  fire  during  the  continuance 
thereof;  provided  that  the  exercises  of  such  authority  does  not 
conflict  with  any  law  of  the  United  States  or  of  the  State  of 
Maryland. 

Sec.  5.  And  be  it  enacted  and  ordained,  That  the  Eire  Depart- 
ment of  the  City  of  Baltimore  shall  consist  of  five  Fire  Commis- 
sioners, one  Chief  Engineer,  two  Assistant  Engineers,  one  Clerk, 
seven  Engine  Companies,  each  consisting  of  one  Foreman,  one 
Engineman,  one  Assistant  Engineman,  one  Hostler  and  eight 
Fireman,  and  two  Hook  and  Ladder  Companies,  each  consisting 
of  one  Foreman,  one  Tillerman,  one  Hostler  and  ten  Laddermen, 
all  of  whom  shall  be  of  good  character,  and  except  those  specially 
provided  for  in  section  1st,  of  this  ordinance,  shall  be  appointed 
by  the  Fire  Commissioners,  and  shall  be  entitled  to  retain  their 
respective  positions  for  such  time  as  they  evince  willingness  and 
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capacity  to  discharge  the  duties  pertaining  thereto  efficiently,  har- 
moniously with  their  associates,  and  satisfactorily  to  the  Fire 
Commissioners.  Said  employees  shall  not  be  subject  to  removal 
on  account  of  any  political,  religious  or  other  sentiment  entertained 
by  them,  so  long  as  said  opinion  or  sentiment  does  not  interfere 
with  the  faithful  and  efficient  discharge  of  their  respective  duties 
as  employees  of  the  Fire  Department. 

Sec.  6.  And  be  it  enacted  and  ordained,  That  the  salaries  of  the 
employees  of  this  Department  shall  be  as  follows : 

The  Chief  Engineer,  $1,500  per  annum,  payable  monthly  ;  the 
Assistant  Engineers,  each  §1,100  per  annum,  payable  monthly ; 
the  Clerk,  $1,200  per  annum,  payable  monthly;  the  Foremen, 
each  $500  per  annum,  payable  monthly;  the  Enginemen,  each 
$1,100  per  annum,  payable  monthly  ;  the  Assistant  Enginemen, 
each  $900  per  annum,  payable  monthly ;  the  Tillermen  and  Host- 
lers, each  $900  per  annum,  payable  monthly ;  the  Firemen,  each 
$400  per  annum,  payable  monthly. 

Sec.  7.  And  be  it  enacted  and  ordained.  That  the  property  of 
each  Engine  Company  shall  consist  of  not  less  than  one  steam  fire 
engine,  one  hose  carriage,  one  thousand  feet  of  hose,  and  four 
horses,  together  with  all  the  minor  accessaries  for  effectual  service; 
and  the  property  of  each  Hook  and  Ladder  Company  shall  consist 
of  not  less  than  one  ladder  truck,  with  all  necessary  ladders  and 
implements,  and  three  horses. 

Sec.  8.  And  be  it  enacted  and  ordained,  That  it  shall  be  the 
duty  of  the  members  of  the  Police  Department,  in  the  district  in 
which  the  fire  may  occur,  to  communicate  the  fact  to  the  Central 
Station,  by  means  of  the  signal  box  in  the  district  in  which  the 
fire  may  be,  in  accordance  with  the  rules  and  regulations  govern- 
ing the  signal  boxes,  and  the  number  of  the  signal  box  from  which 
the  alarm  proceeded;  and  when  a  police  officer  has  an  alarm  bell 
in  his  district,  it  shall  be  his  duty  to  ring  the  same  by  striking  the 
location  as  indicated  by  the  Fire  Alarm  Telegraph. 
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Sec.  9.  And  be  it  enacted  and  ordained,  That  should  any  person 
or  persons  injure,  deface,  or  in  any  manner  destroy,  any  fire  appa- 
ratus or  property  of  the  Fire  Alarm  Telegraph,  or  should  any 
person  or  persons  hinder  or  obstruct  any  city  Fire  Company  or 
Hook  and  Ladder  Company,  or  any  member  thereof,  from  freely 
passing  along  the  streets  of  the  city,  to  or  from  a  fire,  or  in  any 
manner  hinder  or  prevent  any  of  the  said  Fire  Companies,  or  any 
member  of  the  same  from  operating  at  any  fire,  each  and  every 
person  or  persons  so  hindering,  obstructing,  or  preventing,  shall 
be  fined  not  less  than  five  dollars  nor  more  than  twenty  dollars,  to 
be  recovered  as  any  other  city  fines  are  recovered,  one-half  to  the 
informer,  the  other  half  to  the  city. 

Sec.  10.  And  be  it  enacted  and  ordained,  That  should  any  person 
or  persons  knowingly  give  or  cause  to  be  given,  any  false  alarm 
of  fire  by  means  of  the  telegraph  boxes  connected  with  the  Fire 
Alarm  Telegraph,  he,  she,  or  th-ey  shall  be  subject  to  a  fine  of  not 
less  than  one  hundred  dollars  nor  more  than  two  hundred  dollars, 
to  be  recovered  as  other  fines  are  recoverable.* 

Sec.  11.  And  be  it  enacted  and  ordained,  That  authority  is  hereby 
given  to  the  Chief  Engineer  of  the  Fire  Department,  in  his  dis- 
cretion, and  with  the  approbation  of  the  Mayor,  to  offer  a  reward 
of  one  hundred  dollars,  or  less,  for  the  apprehension  and  convic- 
tion of  any  person  or  persons  who  shall  knowingly  give,  or  cause 
to  be  given,  any  false  alarm  of  fire  by  means  of  telegraph  boxes 
connected  with  the  Fire  Alarm  Telegraph. 

Sec.  12.  And  be  it  enacted  and  ordained,  That  should  any  per- 
son or  persons,  unauthorized,  have  in  his  or  their  possession,  make, 
or  cause  to  be  made,  any  key  or  keys  of  any  fire  engine  or  truck- 
house,  or  Fire  Alarm  Telegraph  box,  or  use,  or  cause  to  be  used 
the  same,  except  the  Mayor,  Fire  Commissioners  and  Chief  En- 
gineer, without  the  consent  of  the  proper  authority,  he,  she  or  they 
shall  be  subject  to  a  fine  of  not  less  than  one  hundred  dollars,  and 

•The   fine  imposed  by  this  section  has  been  recently  increased,  so  that  now  each  fine  is  to 
be  not  less  than  three  nor  more  than  five  hundred  dollars. 
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not  more  than  two  hundred  dollars,  to  be  recovered  as  other  fines 
are  recoverable. 

Sec.  13.  And  be  it  enacted  and  ordained,  That  should  any  per- 
son or  persons,  not  a  member  of  the  City  Fire  Department,  use 
the  uniform  determined  upon  by  the  Fire  Commissioners,  or  any 
part  therof,  without  their  permission,  such  person  or  persons  shall 
each  be  fined  not  less  than  "  five  dollars,"  nor  more  than  "  twenty 
dollars,"  for  each  and  every  offence,  to  be  recovered  as  other  city 
fines  are  recovered. 

Sec.  14.  And  be  it  enacted  and  ordained,  That  this  ordinance 
shall  go  into  effect  immediately  after  its  passage. 

Sec.  15.  And  be  it  enacted  and  ordained,  That  all  ordinances 
or  parts  of  ordinances,  inconsistent  with  the  provisions  of  this 
ordinance,  be,  and  the  same  are  hereby  repealed. 

Robert  T.  Banks,  Mayor. 
Approved  February,  1868. 
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An  Ordinance  Supplem en tary  to  an  Ordinance,  to  Ordinance  No.  7, 
entitled  "An  Ordinance  to  provide  for  the  Reorganization  of  the 
Fire  Department  of  the  City  of  Baltimore"  approved  February 
81,  1868. 

Section  1.  Be  it  enacted  and,  ordained  by  the  Mayor  and  City 
Council  of  Baltimore,  That  the  Fire  Department  of  the  City  of 
Baltimore  be  increased  by  the  addition  of  one  company,  to  consist 
of  one  foreman,  one  engineman,  one  assistant  en  gin  em  an,  one  host- 
ler, and  eight  firemen,  who  shall  be  appointed  in  like  manner,  and 
receive  the  same  salaries  as  is  provided  in  the  ordinance  to  which 
this  is  a  supplement,  for  the  officers  and  men  of  the  same  grade. 

Sec.  2.  And  be  it  enacted  and  ordained,  That  the  property  of 
said  company  shall  consist  of  not  less  than  one  steam  fire  engine, 
one  hose  carriage,  one  thousand  feet  of  hose  and  four  horses,  which 
shall  be  purchased  by  the  Fire  Commissioners. 

Sec.  3.  And  be  it  enacted  and  ordained,  That  the  Joint  Standing 
Committee  on  the  Fire  Department,  together  with  the  Fire  Com- 
misssoners,  be,  and  they  are  hereby,  authorized  and  directed  to  buy 
or  lease  a  suitable  lot  for  the  erection  of  the  additional  engine 
house,  rendered  necessary  by  the  provisions  of  this  ordinance,  or 
to  purchase  or  lease  any  improved  lot  or  lots  suitable  for  this  pur- 
pose, provided  the  said  lot  or  lots  shall  be  located  west  of  Paca 
street  and  north  of  Baltimore  street. 

Sec.  4.  And  be  it  enacted  and  ordained,  That  the  City  Com- 
missioner be,  and  is  hereby,  authorized  and  directed  to  have  such 
house  built  upon  the  lot  so  bought  or  leased  as  may  be  necessary 
in  his  judgment  for  the  purpose  of  carrying  into  effect  the  provi- 
sions of  this  ordinance. 

Sec.  5.  And  be  it  enacted  and  ordained,  That  the  sum  of  twenty- 
one  thousand  dollars,  or  so  much  thereof  as  may  be  necesarv,  be 
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and  the  same  is  hereby,  appropriated  for  the  purchase  or  leasing  of 
said  lot  and  the  building  of  said  house,  and  the  purchasing  of  the 
fire  apparatus  and  horses,  to  be  taken  out  of  any  money  in  the 
Treasury  not  otherwise  appropriated. 

Sec.  G.  And  be  it  enacted  and  ordained,  That   this  ordinance 
shall  take  effect  from  the  date  of  its  passage. 

Robert  T.  Banks,  Mayor. 
Approved  July  9,  1869. 


116  REPORT  OF  THE  BOARD  OF 


An  Ordinance  supplementary  to  an  Ordinance  (number  seven)  en- 
titled, "An  Ordinance  to  provide  for  the  Reorganization  of  the 
Fire  Department  of  the  City  of  Baltimore"  approved  February 
81,  1868. 

Section  1.  Be  it  enacted,  and  ordained  by  the  Mayor  and  City 
Council  of  Baltimore,  That  the  Fire  Department  of  the  City  of 
Baltimore  shall  be  increased  by  the  addition  of  two  Engine  Com- 
panies and  one  Hook  and  Ladder  Company ;  each  of  the  Engine 
Companies  to  consist  of  one  Foreman,  one  Engineman,  one  Hostler 
and  eight  Fireman ;  and  the  Hook  and  Ladder  Company  to  con- 
sist of  one  Foreman,  one  Tillerman,  one  Hostler  and  Ten  Ladder- 
men,  all  of  whom  shall  be  appointed  in  like  manner  and  receive 
the  same  salaries  as  is  provided  in  the  Ordinance  to  which  this  is 
a  supplement,  or  the  supplements  thereto,  for  the  officers  and  men 
of  the  same  grade. 

Sec.  2.  And  be  it  enacted  and  ordained,  That  the  property  of 
each  of  said  Engine  Companies  shall  consist  of  not  less  than  one 
Steam  Fire  Engine,  one  Hose  Carriage,  one  thousand  feet  of  Hose 
and  four  Horses ;  and  that  the  property  of  the  said  Hook  and 
Ladder  Company  shall  consist  of  not  less  than  one  Ladder  Truck, 
with  all  necessary  Ladders  and  Implements,  and  three  Horses,  all 
of  which  properties  shall  be  purchased  by  the  Fire  Commissioners. 

Sec.  8.  And  be  it  enacted  and  ordained,  That  the  Fire  Commis- 
sioners be,  and  they  are  hereby  authorized  and  directed  to  buy  or 
lease  suitable  lots  for  the  erection  of  the  additional  Engine  Houses 
rendered  necessary  by  the  provisions  of  this  Ordinance,  or  to  pur- 
chase or  lease  any  improved  lots  suitable  for  this  purpose;  pro- 
vided one  of  the  said  Engine  Houses  be  located  in  the  North- 
eastern section,  and  the  other  in  the  Southwestern  section  of  the 
city. 
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Sec.  4.  And  be  it  enacted  and  ordained,  That  the  City  Commis- 
sioner be,  and  he  is  hereby  authorized  and  directed  to  have  such 
houses  built  upon  the  lots  so  bought  or  leased,  as  may  be  necessary 
in  his  judgment  for  the  purpose  of  carrying  into  effect  the  pro- 
visions of  this  ordinance. 

Sec.  5.  And  be  it  enacted  and  ordained,  That  the  sum  of  fifty 
thousand  dollars,  or  so  much  thereof  as  may  be  necessary,  be, 
and  the  same  is  hereby,  appropriated  for  the  purchase  or  leasing  of 
said  lots  and  the  building  of  said  houses,  and  the  purchasing  of 
the  fire  apparatus  and  horses,  to  be  taken  out  of  tlie  levy  of  eighteen 
hundred  and  seventy-one. 

Sec.  6.  And  be  it  enacted  and  ordained,  That  this  Ordinance 
shall  take  effect  from  the  date  of  its  passage. 

Robert  T.  Banks,  Mayor. 
Approved  November  7,  1870. 
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An  Ordinance  entitled  an  Ordinance  to  amend  Section  6\  Article  10, 
Baltimore  City  Code,  title  "Fire"  sub-title  " Ordinances  Fire  De- 
partment" 

Section  1.  Be  it  enacted  and  ordained  by  the  Mayor  and  City 
Council  of  Baltimore,  That  the  salary  of  the  Chief  Engineer  of  the 
Baltimore  City  Fire  Department,  shall  be  two  thousand  dollars 
per  annum,  payable  monthly ;  and  the  salaries  of  the  Assistant 
Engineers  shall  be  each  fourteen  hundred  dollars  per  annum,  paya- 
ble monthly. 

Sec.  2.  And  be  it  further  enacted  and  ordained,  That  all  ordi- 
nances inconsistent  with  this  ordinance  be,  and  the  same  are  hereby 
repealed,  and  that  this  ordinance  shall  take  effect  from  and  after 
the  date  of  its  passage. 

Joshua  Vansant,  Mayor. 

Approved  April  8,  1872. 
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